sit Ce) Sar 


e 


Yi, 


A SPORT 











$7.00 Per Year In Advance 
$8.00 Per Year In Canada 
Single Copy 25 Cents 























DISPATCH RIDER 


Theodore Gericault (1820) 


“Courtesy of Fogg Art Museum, Harvard University, Grenville 
Lindall Winthrop Collection” Details on Page 35 








AMERICA’S HUNTS AUTHORITY 
The Official Publication of the Masters of Foxhounds Association of America 














THE 


UBLISHER: G. L. OHRSTROM ESTATE 


The Chronicle is edited at Middleburg, Va.; is 
published every Friday by The Chronicle, Inc., 
at Boyce, Va.; and ts printed by Carr Publishing 
Co., Inc., Boyce, Va 





Copyright 1956 by The Chronicle, Inc. Entered 
as second class mail matter, January 8, 1954, at 
the post office in Boyce, Virginia, under the act 
of March 3, 1879. All contributions submitted 
should be accompanied by return postage. Not 
responsible for loss or damage. The views ex- 
pressed by correspondents are not necessarily 
those of The Chronicle. 

Statistics and results of North American racing 


CHRO 


MIDDLEBURG, VIRGINIA 


EDITORIAL 


IC) 


EOITOR: ALEXANDER MACKAY-SMITH 





Advertising: Middleburg, Va, Telephone 2411; 
Rates on request. Closing date, Wednesday week 
preceding publication. 

Subscriptions: Boyce, Va., Telephone 121; 
Rates: 1 year, $7.00; 2 years, $12.00; Foreign, 
$1.00 additional. Single issues 25 cents. Special 
issues 50 cents 

Offices: Middleburg: Managing Editor. Martin 
Resovsky; Horse Shows, Paul Fout; In The Coun- 
try, Mary Turner, Secretarial, Nancy Lee Comer, 
Elizabeth Averett; Advertising Managers, Paul 
Fout, Rebecca Carter Cox. BOYCE: Circula- 
tion, Isabelle Shafer, George Glaysher; Book- 
keeping, Marian Levi; NEW YORK: Advertising, 
dial Oy 6-1025. 

Official publication of the Masters of Fox- 
hounds Association of America; the U. S. Eques- 
trian Team, Inc.; the United States Pony Clubs, 
Inc.; the Riding Committee of the Nationa] Sec- 
tion on Girls’ and Women’s Sports of the Ameri- 
‘an Education Association; and the Roster of 
Packs of the National Beagle Club 

ON SALE AT 
M. J. Knoud, New York City. 
Merkins Riding Shop, Philadelphia, Pa. 
Meyer’s Riding Apparel] Shop, Lexington, Ky 
Miller Harness Co., New York City. 
News and Record Shop, Middleburg, Va 
Robert Snyder Saddle Shop, Marshall Field Co., 
Chicago, Il. 
Stombock’s Fine Riding Apparel, Wash., D. C. 
J. A. Allen, I Lower Grosvenor Place, 
Buckingham Palace Road. London, S W 1 
Sargent’s Saddlery, 102-5th St., N. E., Charlot- 


are based on the copyrighted tabulations and : 

charts of Daily Racing Form and American Rac- tesville, Va. 

ing Manual published by Triangle Publications, Sherwood’s Saddlery, Rt. 3, Box 607, Fairfax. 
Inc Va. 











HORSES ON T.V. 





During the afternoon of the day when most of our subscribers 
receive this issue they will also be watching the Kentucky Derby on 
television sets. Even though they miss some of the excitement they 
will see a great deal of the race, including several details that will 
probably escape the majority of those who crowd the stands at 
Churchill Downs. The total number of spectators who see the Derby 
will thus run into the tens of millions. 

A couple of weeks ago, over Channel 2 (CBS) there was a pro- 
gram called “Adventure” in which Charles Collingswood talked about 
Thoroughbreds and racing for half an hour. Dr. R. J. Clark, our New 
York racing correspondent, wrote about it as follows: 

“Mr. Collingswood was at Aqueduct on the backstretch rail. The 
camera followed him over to the barn where Mr. Fitzsimmons keeps 
his horses, where he interviewed Sunny Jim and Nelson Dunstan the 
racing columnist. They went over the points of a Thoroughbred and 
illustrated the whole thing by bringing out for us to look at Nashua, 
Misty Morn, High Voltage and a two-year-old named Bold Ruler 
(*Nasrullah—Miss Disco by Discovery) which has won both times 
out, If anything these animals looked even handsomer on T.V. than 
they do in person. Mr. Fitzsimmons said it would be nice, when buy- 
ing a horse, to be able to lift up the hood and look at the heart as well 
as the outside of the animal. After Nashua danced around on the 
lead shank, Mr. Fitz remarked the horse is such a valuable piece 
of property that he is always relieved to have him back in the stall. 

“Mr. Dunstan gave a brief background on Thoroughbreds, going 
all the way back to Matchem, Eclipse and Herod and their respective 
progenitors from the Middle East. Next appeared parts of a Green- 
tree film showing briefly what happens from the time a foal is born 
until he gets to the races. This was followed by a sequence of Nashua 
winning the Widener. Mr. Collingswood even managed to get in a 
short explanation on the evolution of the horse from a three-toed, 
fox terrier-sized beast to to-days fine animal. He had a paleontologist 
from the American Museum of Natural History to take care of that 
part. It was all very interesting and excellent publicity for racing. 
We could use lots more.” 

Not only racing, but other horse sports could use lots more—the 
U. S. Equestrian Team, horse shows, polo and the rest. Many of the 
people actively connected with horse sports are either among the 
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nation’s most highly paid execu- 
tives in the public relations field 
or are employers of this kind of 
talent. Yet horse sports have lag- 
ged behind many other sports, 
notably baseball, in concerted ef- 
forts to arouse the public interest. 

One thing is certain, T.V. sta- 
tions will put on any program for 
which there is a big audience. 
During the past ten years one of 
the biggest audiences in Britain 
has been built up for show jump- 
ing. If we go to work, we can 
build up the same kind of audi- 
ence in this country for all our 
horse sports. 
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Pony Club Support 





Dear Sir 

Let me congratulate The Chronicle on 
the very fine job it is doing in supporting 
the pony clubs. You have no idea how 
much inspiration it gives to those of us 
who are way out in the “boon docks” as 
far as hunting country is concerned. 

In our Pony Club Bulletin I urge our 
voungsters to subscribe to The Chroni- 
cle. It’s quite an education in itself and 
I hope we will be able to get almost one 
hundred per cent among the children. 

In writing to the editor of The Chroni- 
cle, I certainly could not let pass the op- 
portunity to tell you how thoroughly 
«njoyed your paper is by horsemen 
everywhere. Your articles are informa- 
tive and your editorials are both sound 
and progressive. The Chronicle is doing 
a fine job for an appreciative audience 

Thanks for your continued support of 
the pony clubs’ activities. 

Cordially yours, 

Howard J. Morris, Jr. 
District Commissioner 
Montgomery (Ala.) Pony Club 


0 
The Grand National 


Dear Sir 

In the recent Grand National there 
were 29 starters and no interference at 
all. Every horse that fell just plain fell 
from a jumping mistake or in some cases 
lost his rider but never fell himself. It 
was a very cleanly run race. The ground 
was perfect and the only mishap was the 
Queen Mother’s horse. This means that 
the horse who won was second best and 
should have been second. I was standing 
on the roof of the county stand just 
above where the horse fell and saw it all 
perfectly. He only had about 150 feet to 
go and was winning easily by about 8 
lengths when, in full stride, his hind 
feet slipped out from under him back- 
ward and he went down on his belly. He 
was no more tired than the others but 
all horses are tired at that stage of a race 
and a blow like that knocks all the heart 
out of them. When he got up with the 
boy still on his back and started to walk 
off he was very wobbly on his hind legs 
and I thought his back was broken, but 
the boy jumped off, undid the girths, 
pulled the saddle off and the horse 
straightened right up and walked off 
sound. 





Continued on Page 31 
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Maine Chance Farm’s Myrtle’s Jet Wins 
The Colonial Handicap at Garden State Park 





Raleigh Burroughs 


In the May issue of Esquire, Mr. John 
Davenport has an article entitled, “How 
To Bet On Baseball.” The article says 
you could have made a profit in 1955 
betting on any major league team — if 
you played your cards right, and it says 
it shows you how you should have played 
them. I am willing to accept Mr. Daven- 
port’s word for his system, even though 
he shows a profit of 25 per cent betting 
on the Baltimore Orioles and he writes 
his odds upside down, but I am a bit 
suspicious of some of his statistics. 
Brought up in the Estean (Joe A. Estes) 
school of datum-deriving, I am inclined 
to be suspicious of all figures that are 
not complete and official. 

Mr. Davenport claims that, while $2,- 
732,114,820 was “paid into” the pari- 
mutuel machines (he means wagered 
through, not paid into) more people 
bet on baseball during the spring and 
summer months. 

This contention may be correct, but 
what puzzles me is: how do you find out 
such things? With what factor do you 
start and by what number do you multi- 
ply it to determine how many people 
bet on baseball games? 

From casual observations, it is my 
conclusion that more people bet on hors- 
es with bookies than bet on _ baseball 
players; but I would not present this as 
a statistic and I wouldn’t wager on it. 

I enjoyed an interesting lesson in sta- 
tistics at the Maryland Hunt Cup, and 
contributed a small part toward the com- 
pilation of vital facts. 

After young Frank Bonsal had gotten 
home with Lancrel, and the litter of hors- 
es and erstwhile riders had been removed 
from the course, a group of reporters 
stood in the paddock checking notes and 
trying to decide which horses went down 
on what jumps. 

Finally, came the “guess the number” 
part of the discussion. 

“About twenty thousand, would you 
say?” one newsman ventured. 

“Yeah, about twenty,” another agreed. 

I decided, in the interest of studying 
how statistics are fixed upon, not to go 
along with the estimate. 

Looking appraisingly up the long, 
green slope, which was nearly barren of 
human life by this time, I anounced pro- 
foundly, “Somewhat less.” 

With this, everybody stopped writing, 
because there always is a crowd of 20,000 
at the Maryland Hunt just as the Ken- 
tucky Derby paid attendance always num- 
bers 100,000. 





LEG CARE IS IMPORTANT 
GET A ROLL OF 


SEALTEX BANDAGE 


NOW from your turf dealer 








“Yes,” I went on, “there was an empty 
space up there on the hill. Something 
over fifteen thousand, I’d say.” 

All figures were changed and if you 
read the accounts in the papers you will 
have noticed that “attendance numbered 
some 15,000.” 

For the benefit of the hunt folk, I 
shall average this out next season by 
making my count 25,000. 

So much for unofficial “statistics.” 


Garden State Park 

Garden State waited for the spring 
weather before opening and began its 
meeting on the most delightful day dealt 
by the meterologists in 1956. 

The Colonial Handicap was the major 
attraction on the inaugural card (April 
28). It brought out eight Thoroughbreds 
of the female sex and 40,934 spectators 
of both genders. 

Maine Chance Farm’s Myrtle’s Jet, 
second high-weight in the race under 
122 pounds, was the winner by a neck 
over Brookmeade’s Gandharva. Betsann 
was third, three-quarters of a length 
back of the top two and two lengths be- 
fore Sometime Thing, the favorite and 
high-weight (124 pounds). 

Gandharva set a blistering pace, going 
a quarter in 2145, and a half in 4414. 
Solar System was nearest the leader in 
the early running, but succumbed to 
fatigue after four furlongs and dropped 
back to finish last. 

Myrtle’s Jet was in third place for a- 
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while, moved up to second as Solar Sys- 
tem died, and nailed Gandharva in the 
drive. 

The mutuel payoff was $10.00. 

Betsann (property of Clearwater Sta- 
ble) moved up steadily and was going 
very fast at the end. 

Sometime Thing held fourth place all 
the way. 

Myrtle’s Jet is by Jet Pilot, from Myr- 
tle Charm, by Alsab, and was bred by 
Maine Chance. 

She was registering her third win in 
5 1956 tries. She was third once. The 
four-year-old filly won the Columbiana 
at Hialeah. 

The $19,000 winner’s share put her 
season’s total at $33,925. 

Walter Blum had the mount. I. K. 
Mourar trains for Maine Chance. 


Jamaica 

The Swift Stakes, a six-furlong dash on 
April 28 did nothing to clarify the Derby 
picture but injected another three-year- 
old into the scramble for honors. 

This is Jan Burke’s Son of Erin, a 9-to- 
1 shot in the field of eight. The Sun 
Again—Lucky Shamrock colt, defeated 
Eiffel Blue by a neck after a hard drive. 

Continued On Page 32 











One Count horse of the year. 


Inquiries to: 


Walter M. Jeffords 
Glen Riddle, Penna. 








Pp A V 0 T stakes winner of $373,365 | 
br. 1942 by Case Ace—Coquelicot, by Man o’ War 
Sire of 11 two-year-old Winners in 1955. Undefeated leading 2-year-old 


money winner of his year. Sire of many Stakes class performers including 
Impromptu, Cigar Maid, The Pimpernel, Andre, Wise Pop, South Point, etc. 


1956 Fee: $2,500 Live Foal 


stakes winning half-brother to 


POST CARD | 


br. 1947 by Firethorn—Ace Card, by Case Ace 


Post Card won 8 stakes races and $170,525. Defeated such speedsters as 
County Delight, Middleground, Oil Capitol, To Market, Yildiz, Jampol etc. 


1956 Fee: $500 Live Foal | 


These Horses 
Stand at: 
FARAWAY FARM 


Huffman Mill Pike 
Lexington, Ky. 























The ‘’Sprinter’” Who Can Stay 





Frank Talmadge Phelps 


Does breeding or training make a 
router? 

This perennial question has been re- 
vived this winter because the two major 
handicap developments on both coasts, 
Sailor in Florida and Bobby Brocato in 
California, were both once supposed to 
be strictly sprinters. 

So far as Brookmeade Stable’s Sailor 
was concerned, this was a false assump- 
tion. Injuries had limited his racing ¢a- 
reer, both in the frequency of his per- 
formances and in the distances he had 
been asked to traverse, until he began 
to stretch last November in the Roamer 
Handicap and Pimlico Special at 1 3/16 
miles. So his triumph in the recent 1%4- 
mile Gulfstream Park Handicap, though 
classed as an upset since Nashua finished 
behind him, was no great revelation of 
unsuspected staying capacity. 

With all due credit to Preston M. 
Burch for his skill and patience in de- 
veloping Sailor, it must be observed that 
the four-year-old had route ability in his 
background. His sire, Eight Thirty, won 
up to 1% miles; and, while not noted as 
a route sire, he has gotten other horses 
capable of going a classic distance. More- 
over, Sailor is a half brother to Seaward, 
who also prevailed up to 114 miles. 

But the source of the stamina dis- 
played at Santa Anita Park by Mr. and 
Mrs. Travis M. Kerr’s Bobby Brocato is 
considerably less obvious. He is his sire’s 
only stakes victor to have gone beyond 
1 1/16 miles. His sire, the now deceased 
Natchez, did score at 1%4 miles; but was 
not regarded as a strong router. More- 
over, nothing in Bobby Brocato’s imme- 
diate family has been able to display 
class past 1% miles. 

In addition, the distance capacity of 
the five-year-old son of Natchez—Doro- 
thy Brown, by *Brown King, had pre- 
sumably been established by his per- 
formances in the East before he went 
to California. 

Bred by Mrs. Joe W. Brown, he was 
foaled at Jack Howard’s Rookwood Farm, 
The Lexington, Ky., breeding headquar- 


ters for the Brown stock. The colt is 
named for the son of “Diamond Jim” 
Moran, the New Orleans restaurateur 


who likes to sport a diamond clip in his 
mink tie, and such matching diamond 
accessories as cuff links, belt buckle, 
_y laces, hat band and even tooth in- 
ays. 

Racing for Mr. Brown, the high-headed 
runner first attracted attention as a two- 
year-old with a 59-4 upset in the six-fur- 
long Sanford Stakes. He won one other 
race in 21 starts that season to gain 
$24,500. At three his only stakes placing 
was a second to his stablemate and near 
relative Gigantic in the Louisiana Derby. 
But Bobby Brocato took four of 18 ef- 
forts that year to garner $23,995. 

During the Fair Grounds meeting last 
season he got into a rut of seconds in 
the Pelleteri, Le Compte and A. B. Le- 
tellier Memorial Handicaps. Moving to 
New York, he topped Blessbull in the 
six-furlong Paumonok; was beaten a 
nose by Sailor in the Toboggan; and held 
off Social Outcast in the seven-furlong 
Carter. 

A week later, with the warning that 
that was his distance limit, the Browns 
sold the colt to the Kerrs for a reported 
$150,000. He was shortly shipped to Cali- 
fornia and turned over to Willie Molter. 

At Del Mar the new trainer began to 


suspect what no one else then believed, 
that his new charge could be stretched 
from a sprinter into a router. First at- 
tempts along this line, at Del Mar and 
Bay Meadows, resulted in another trio 
of near-misses in the Del Mar, Bay Mea- 
dows and William P. Kyne Handicaps. 
Not until the Tanforan meeting did the 
experiment begin to pay off. There he 
ran off with the 1 1/16-mile San Francis- 
co by three lengths over Karim and Bas- 
sanio (the latter another Kerr purchase 
in the East), and came right back to top 
Correlation by 4% panels in the 1%- 
mile Tanforan ’Cap. 

That was Bobby Brocato’s sixth tally 
in 24 appearances during the season, 
and brought his income for the year to 
$153,775. 

This winter at Santa Anita he has 
earned $211,125 in seven trips to the 
post. He captured the 1,;-mile San Pas- 
qual by 44 lengths; was beaten by *Nag- 
puni and Traffic Judge in a 1%-mile 
grass-course event; scored by a head in 
the 1%4-mile San Marcos, which was 
transferred from the rain-softened turf 
to the dirt track; was nipped a neck and 
a nose by Mister Gus and Honeys Alibi 
in the San Antonio; was Swaps’ runner- 
up in the Kentucky Derby winner’s sea- 
sonal debut; coasted to a six-length de- 
cision in the rich 1%-mile Santa Anita 
Handicap; and had 1% panels to spare 
in the rich 134-mile San Juan Capistrano 
on the grass. 

“You can do anything with a horse if 
he has speed,” Willie Molter has said. 
“Any horse with speed will run all day 
if the early pace is right.” 

The Kerrs’ front-running representa- 
tive furnished a brilliant example of that 
theory with his remarkable winter cam- 
paign. But, before we concede to Train- 
er Molter the whole credit for the newly 
revealed stamina of this horse whose 
distance ceiling was “guaranteed” to be 
seven furlongs, let’s take a closer look at 
his ancestry. 

Bobby Brocato’s third dam, Omnipo- 
tent, was a foundation mare of the 
Browns’ breeding endeavors. Winner of 
nine races herself, she produced four 
winners, including the 1930 Louisiana 
Derby victor Michigan Boy and the 
stakes-placed Michigan Girl. The latter 
to *Cohort’s cover foaled T. M. Dorsett, 
captor of the Kentucky Jockey Club 
Stakes, Stuyvesant, Fall Highweight and 
New Rochelle Handicaps; and Jewell 
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Dorsett, who placed in many stakes. 
Jewell Dorsett’s son King Dorsett, by 
*Brown King, took the Kent Stakes, Yon- 
kers, Amalfi, Lecompte, Thanksgiving 
and Sgt. Bryne Handicaps, and $114,955; 
and is now at stud at Rookwood for Mrs. 
Brown. 


Omnipotent’s daughter Dorothy B., her- 
self triumphant nine times, foaled Brown- 
ie, a *Cohort horse who afnexed the 
Carter, Princeton, Bay Shore, Camden 
and Wilson Handicaps. He is now at 
stud at Rookwood for Mrs. Brown. 

To *Brown King’s cover, Dorothy B. 
produced Dorothy Brown, who acquired 
the 1946 Monmouth Oaks, half a dozen 
other races and $44,875 in three active 
seasons; and Dorothy B., Jr., a five-race 
scorer in three seasons. Dorothy Brown 
foaled Bobby Brocato; Dorothy B., Jr., to 
Challedon’s cover foaled Gigantic, who 
has taken, besides the Louisiana Derby, 
the Swift Stakes, San Antonio and Al- 
bany Handicaps, and $139,175 for Mr. 
Brown. 

Dorothy Brown, barren the last two 
seasons, is now in foal to Jet Pilot. Doro- 
thy B., Jr., who has a yearling bay filly 
by Phalanx at Rookwood, is in foal again 
to Challedon, Gigantic’s sire. Both mares 
have been booked to Challedon. 

*Brown King, Chilean-bred sire of both 
these fine producers, represents one pos- 
sible source of Bobby Brocato’s stamina. 
In his native land *Brown King won 25 
of his 38 starts and 757,955 pesos in four 
seasons under the name of Palais Royal. 
His 21 stakes victories ranged from 6% 
furlongs to 2% miles under weights up 
to 143 pounds. In North America his only 
score came in the Havana City Handicap 
as he set a new 1%4-mile track record of 
2:021%5. Standing at Rookwood for Mrs. 
Brown, he has gotten, in addition to 
King Dorsett and Dorothy Brown, the 
stakes performers Thelma Berger, Span- 
ish Cream, Red Camelia, Brown Mogul, 

Continued On Page 32 














HAY FOR SALE 


600 bales of good clean hay. 


"Va 
L. R. Mason 
Lovettsville, Virginia 
Phone: 3792 






































KENNEDY, FOSTER CO., INC. 
ESTABLISHED OVER 100 YEARS. 


One of the largest horseshoer 


_ and 
Blacksmith Supply Houses in the United States 


Official Representative and Distributor of the 
English Mordax Studs in United States. 


Write for Catalog 55 and Pamphiet on Studs 


856 Bloomfield Ave. 


Clifton, New Jersey 
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The Maryland Hunt Cup 





Frank A. Bonsal, Jr. Rides Hugh J. O’Donovan’s 
*Lancrel to Victory in 60th Running of Md. Classic 





Chris Wood, Jr. 


Suddenly it was summer. 

Having watched snow flurries on the 
Tuesday preceding Saturday, April 28, 
over 15,000 spectators witnessed the 60th 
running of the Maryland Hunt Cup as 
the temperature registered an official 
90 degrees in adjacent Baltimore. Favor- 
ing the weather which caused coats to 
become superfluous property, Hugh J. 
O’Donovan’s *Lancrel turned back Chris 
M. Greer’s *“Rayquick to score a 12 length 
victory in the timber classic. 

Handled by Frank A. Bonsal, Jr., the 
19-year-old Princeton student who rode 
him to win the My Lady’s Manor Point-to- 
Point 3 weeks previous, the grey gelding 
assumed command over the 10th fence 
and was never headed thereafter. Under 
D. M. (Mike) Smithwick, who rode 5 pre- 
vious winners of the demanding test, 
Rayquick threatened from the 12th 
fence and made a strong bid after jump- 
ing the 20th. Momentarily it appeared 
that Smithwick was on his way to a 6th 
victory. However, as *Rayquick moved 
to within 2 lengths of the grey, young 
Bonsal called upon his mount and it was 
all over. As they sailed over the 22nd 
and final obstacle, Bonsal and his mount 
enjoyed a 4 length advantage. This was 
increased to 12 as they moved under the 
wire to write another page into the in- 
teresting and venerable annals of a race 
which stands alone in America’s equine 
history. 

Holding the place position by a safe 
margin, “Rayquick finished 4 lengths in 
front of Gofethchit with owner William 
B. Thompson in the saddle. Running a- 
bout a mile behind the mentioned trio, 
Miss Kathleen McKinney’s Sohrab under 
Cary Jackson came in to be the only 
other member of the original field of 9 
starters to finish. 

Running second behind Bliss Flaccus’ 
Gold Tar, Mrs. William J. Strawbridge’s 
Land’s Corner, who defeated *Lancrel 
in last year’s running, hooked the top 
rail of the famous 3rd fence. Jockey B. 
H. (Laddie) Murray went sailing as the 
12-year-old gelding crashed straight down 
with the rail jammed over his hind legs. 
Remaining still as the field cleared him, 
Land’s Corner was extricated and walk- 
ed away apparently uninjured. While 
running 3rd to Gold Tar and Gofetchit, 
Starboard became the next casualty as he 
came down over the 7th with Stokes 
Lott, the owners stepson. Leading over 
the 8th, Gold Tar did not rise to the oc- 
casion and came down hard with Eugene 
Weymouth. 

This left *Lancrel, Gofetchit, Infrac- 
tion, *Rayquick, and Uncle Pierre in 
contention with Sohrab a badly distanced 
6th. On landing over the 12th, Infrac 
tion went down and sent Grover Stephens 
rolling on the turf. At the same fence, 
Uncle Pierre dug in and refused, break- 
ing his martingale as E. H. (Tiger) Ben- 
nett convinced him to continue. Unable to 
make up enough ground to threaten, Un- 
cle Pierre was wisely pulled up after the 
20th jump. 

From 16th fence on, the geldings from 
La Belle France had America’s premier 
timber test at their mercy and *Lancrel 
proved the better of the pair, covering 
the 4 miles and 22 fences in 8:571%5 over 
firm turf. All of the spilled riders walk- 





ed off the course, excepting Eugene Wey 
mouth. The latter was removed to the 


Union Memorial Hospital, but was im 


mediately discharged following an exam- 


ination. 


An 11-year-old French-bred 


gelding, 


Lancrel was imported to this country by 
Mrs. Henry Obre of Monkton, Md. AI- 
though he won some hurdle races in her 
colors, he did not set the American 
courses on fire and was noted as a bit of 
a rogue. Obtained by Hugh J. O’Donovan 
of Owings Mill, Md., the grey was put to 
hunting and eventually timber racing. 
Perfectly fitted to young Bonsal, the pair 
accounted for the 1954 renewal of the 
Virginia Gold Cup. *Lancrel was register- 
ing his first winning race over timber 
in a sanctioned event and the then 17- 
year-old Bonsal was riding his first win- 
ner in silks. 

In winning the Maryland Hunt Cup, 
Continued on Page 33 
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.. Presents in 1956 the Richest 
Hurdle Race in the World... 


MIDSUMMER HURDLE HANDICAP 
$20,000 


by invitation to be run August 3—about 2 miles 


also MONMOUTH NATIONAL MAIDEN HURDLE 
$7,500 added to be run July 13-about 1% miles 


HURDLE RACING 3 DAYS WEEKLY 
Tuesdays * Thursdays ° Fridays 
Commencing July 12 





MONMOUTH PARK JOCKEY CLUB 


OCEANPORT . 


AMORY L. HASKELL, President 
EDWARD J. BRENNAN, General Manager 


NEW JERSEY 


CHRIS WOOD, JR., Dir. of Hurdle Racing 
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E. P. Taylor’s Windfields 
Farm Proving Ground for 
Nutritional Study 


E. P. Taylor’s Windfields Farm near 
Toronto and his National Stud Farm at 
Oshawa have been the proving ground of 
a nutritional study made by F. G. Darl- 
ington, Taylor’s farm manager, and J. B. 
Chassels, D. V. M. Their report, based 
on their 11 month’s study suggests defin- 
ite advantages to be derived from the 
calculated feeding of alpha tocopherol. 


Alpha tocopherol is a non-toxic natural 
form of vitamin E. A vitamin E defici- 
ency produces many pathologic changes, 
probably resulting from the fact that 
vitamin E is concerned with the proper 
functioning of the reproductive, muscu- 
lar and vascular system of the animal 
organism. For years wheat germ oil has 
been used to supply vitamin E, but since 
it contains little or unknown quantities 
of alpha tocopherol and since it is rarely 
kept with suitable precautions against 
the rancidity which destroys the vita- 
min, its use has been discontinued. Chas- 
sels and Darlington decided, therefore, 
to try doses of alpha tocopherol itself on 
a controlled group of horses. 


The first part of the test was a study 
of alpha tocopherol’s effect on fertility. 
Using 34 broodmares of varying age, the 
overall percentage of pregnancies a- 
chieved after alpha tocopherol admini- 
stration was raised from 66 to 88. Success 
with barren or maiden mares and/or 
mares who were 15 years old was mark- 
ed. 5 older stallions and 2 just entering 
the stud were used. An 8-year-old sire 
increased his in-foal reports from 53% 
to 80% after alpha tocopherol. Another, 
a sire of 15 years, with an 83% record 
last year raised his percentage to 97. 

The experiment with the racing group, 
aged from 2 to 5, revealed the need for 
greater dosage. Mr. Darlington reported 
that horses on vitamin E showed a re- 
markable degree of consistency and stam- 
ina and that old horses seemed to regain 
their earlier good form. Vitamin E de- 
creased nervousness and improved feed- 
ing habits. 

Vitamin E acts as an anti-oxidant in 
the tissues of the body, protects the des- 
truction of the necessary vitamin A, 
helps decrease the need for added oxy- 





gen consumption — one of the demands 
of racing. 

Alpha tocopherol is not an overnight 
worker of miracles. Its success depends 


upon a well-planned, carefully admini- 
stered and consistent programme. 


THE CHRONICLE 


ENGLISH-DERBY BRED 
Peter Flower, stallion newly establish- 
ed at Max Gluck’s Elmendorf Farm, 
Lexington, Ky., has an English Derby 
pedigree. He is by Derby-winner Blue 
Peter, and out of Solar Flower, grand- 
dam of Derby-winner Arctic Prince. 














HOW GREAT IS THE DANGER OF 
A FALL ON SLIPPERY 
SURFACES? 


Serious injuries to horses more 
often result from falling than from 
any other cause. Many riders have 
met death as a result of horses 
slipping and falling on paved roads. 
HESTAL HORSESHOE STUDS are 
the scientific solution to this age- 
old problem. 


MILLER’S 123 E. 24th St., 
New York, N. Y. 
or 
RICE ASSOCIATES, 























| Middleburg, Virginia | 











HUNT MEETING LEADERS 


For the United Hunts Awards 
(Through, Saturday, April 28) 





(Tabulation to date of the UNITED HUNTS RACING ASSOCIATION’S $6,600 bonus 
awards to hunt racing owners.) 


Hurdles Pts. Brush Pts. Timber Pts. 
Here’s Why 5 Cra Ricacho 
(Guilford Dudley, Jr.) (Mrs. A. J. Smithwick) (Mrs. John M. Burke) 
Pr. Charming 5 Phosphor 3 *Lancrel 6 
(Mrs. M. G. Walsh) (Mrs. Wm. C. Wright) (H. J. O’Donovan) 
‘ . D i 
Fairshot 5 Orestes Kid 3 ey Sy 
(Frank Frankel) (Almond Cooke) Gofetchit gh, - "3 
Montana 5 Jarrin John 3 (Wm. B. Thompson) 
(Alvin Untermyer) (Dr. P. L. Dent) Bon Cloth 3 
(B. H. Griswold 3rd) 
Bois Windsor 4 Ares 3 : a 
(J. F. McHugh) (Bellevue Farm) Rich Lark 3 
(Cc. W. Mussett) 
Mahatma + Amy Robsart 3 . 
(E. J. Gould) (Wm. H. Frantz) Uncle Pierre 3 
(Cyrus Manierre) 
Chambourg 4 Mi 
Mighty Case 3 
(R. K. Mellon) a Witheim> 
Amy Robsart 4 Repose 3 


(Wm. H. Frantz) (Mrs. R. M. Arundel) 


(Points awarded as follows: 3 for a winning race; 2 for placing and 1 point for running 3rd. Only 
races under sanction from the Hunts Committee of the N.S. & H.A., or hunt races under appointed 
racing bodies are tallied. Major course racing does not count). (The Oak Grove Race and Steeple- 
chase meeting, Germantown, Tenn. is not included in the tabulation). 














ROSE TREE RACES 


SATURDAY, MAY 19th, 1956 


Featuring 
THE ROSE TREE SPRING MAIDEN CUP ............ Purse $400 
Plate (Value $100) to owner of winner. About three miles over timber. 
THE GLEN RIDDLE PLATE .................................. Purse $300 


For the Riddle Cup. Plate (Value $100) to owner of winner. 
About one mile. 


ee) ae Purse $500 
Handicap. About two miles — brush. Plate (Value $100) to owner 
of winner. 


THE GLOUCESTER FOX HUNTERS PLATE ........ Purse $500 
For the Langstoon Cup. Plate (Value $100) to owner of winner. 
About three miles over timber. 


THE SYCAMORE MILLS PLATE ............................ Purse $300 
For the Charles A. Dohan Challenge Cup. Plate (Value $100) to 
owner of winner. About one mile and a quarter. 


Trophies to AMATEUR riders except in the Riddle Plate Race. 
For reservations, entry blanks, etc., address: 
GEO. W. ORTON 
Recording Secretary of Race Committee 
Rose Tree Fox Hunting Club, Media, Pa. 
Phone: Media 6-2869 
ENTRY BLANKS AT THE CHRONICLE OFFICE 


Entries close on Saturday, May 12th 
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MIDDLEBURG HUNT RACES (2nd Day) 

























THE MARY MELLON STEEPLECHASE 
—The winner Bellevue Farm’s ARES 
(+6) was ridden by Melvin Ferral. Mrs. 
A. J. Smithwick’s CRAG (+3) came in 
for place money; Rokeby Stables’ 
CROONING WIND (=8) and W. H. 
Frantz’ AMY ROBSART fell: at the 10th 

jump. 

(Marshall Hawkins Photo) 


THE DRESDEN (steeplechase)—E. De- 
veau on Mrs. W. C. Wright’s PHOSPHOR 
(+4) was the winning combination. The 
ethers in the photo are Mrs. H. T. Mc- 
Knight’s TED’S WAR (#6) which finished 
8th; Mrs. Norman K. Toerge’s NORDAME 
(#10), 9th; and Mrs. M. G. Walsh’s SERE- 
GAL (#11) 3rd. 


(Marshall Hawkins Photo’ 


(@arling Photo) . - = (Marshall Hawkins Photo) 

THE GERALD B. WEBB, JR. MEMORIAL (hurdles)—Jockey H. THE WANQUEPIN (hurdles) which had 17 starters went to the 

Hatcher rode W. M. Duryea‘s BREAKERS AHEAD (#8) to win’ James F. McHugh color-bearer *BOIS WINDSOR (+8). Mary 
over Walter M. Jeffords’ POLICEMAN DAY (#2). Rumsey’s TALL MOUND (#1) finished 8th. 


THE BENTON, 6 furlongs flat—At the 
finish it was three greys. Mrs. Henry 
Obre’s HIGH NIGHT crossed the wire 
first, with D. R. Williams’ VIOLINMAKER 
in place position and Oleg Cassini’s 
HAMPSHIRE in for show money. 


(Marshall Hawkins Photo) 





The start of THE COVERT, abt. 1 mile 

flat. The event was won by Newtondale 

Stable’s ROSE FETE. This was the clos- 
ing race on the program. 


(Darling Photo) 








The 
Clubhouse 
Turn 





Monmouth Offers World’s Largest 
Hurdle Purse 

The sixth running of the Midsummer 
Hurdle Handicap will be run this year 
at Monmouth Park on August 3 as an 
invitational event with a purse of $20,- 
000. With no entrance or starting fee, 
this fixture for 3-year-old and upward 
hurdle specialists will carry the largest 
net distribution for any hurdle race in 
the world. The feature will be contested 
over a distance of “about” two miles. In 
the hope of luring Europe’s top contend- 
ers over the lesser obstacles, weights for 
the hurdle classic will be announced on 
Saturday, July 21, nearly two weeks in 
advance of the race. 

Invitations to compete in the Midsum- 
mer Hurdle Handicap will be issued by 
a committee consisting of: Amory L. Has- 
kell, Edward J. Brennan, John E. Cooper, 
Townsend B. Martin and Chris Wood, Jr. 
Haskell, also president of the United 
Hunts Racing Association, will serve as 
chairman of the committee. 

McKinney-Bred Gallops in Rosedale 

Reginald M. Webster really showed 
good judgment and got a rare bargain 
when he paid $3,700 for the Prophet’s 
Thumb—Two Bells filly in the Rigan Mc- 
Kinney yearling consignment to the Fa- 
sig Tipton Saratoga Sales last August. 
Named Prophet’s Bell, she won her first 
start at Bowie on March 31st and then 
galloped in the Rosedale Stakes at Jamai- 
ca on April 25th, 4'. lengths ahead of the 
Opposition 

Arcaro on Fixing 

In his outobiography in the new issue 
of Look Magazine, Eddie Arcaro declar- 
ed: “I'd be a fool to say there haven’t 
been fixed races in the past or that I’ve 
never seen horses that I felt were being 
held, but that was in the days before 
the film patrol. Racing has grown into a 
multi-million-dollar proposition. When 
they established the film patrol, they 
put an end to much of the monkey busi- 
ness at the tracks.” 

“Figure it out this way,” Arcaro said, 
“On any day of racing around New York, 
how much money could you give Ted 
Atkinson, Eric Guerin, Hedley Wood- 
house and myself to fix a race? You 
can’t do it tying up just one rider, so 
you'd have to handle all of us and these 
boys make from $100,000 to $150,00 a 
year. 


‘Assuming that you could get the top 
jockeys to take that kind of money, 
where would you place your bets? If 
you stepped to the mutuels and bet 
$10,000, you’d murder the horse, and if 
you tried to place it outside the track, 
who'd handle it?” 

Arcaro dispelled the belief that jockeys 
know who is going to win. 

“Eddie,” my Mom said to me once, 
“why don’t you give me some winners?” 

“If I could pick winners, Mom,” I said, 
‘I wouldn’t have to ride.” 

“I’ve found out that the betting jocks 
are all broke, and the ones who don’t 
bet have all the money.” 


Garrett Win 

The 5-year-old Cefan Row (Solonaway— 
Miss Bridget) carried former American 
Ambassador George Garrett’s colours to 
victory in Ireland recently. Formerly 
considered best over “sharp” tracks such 
as Baldoyle and Phoenix, the horse prov- 
ed his ability on the stiff uphill Curragh 
as he stayed on and raced away up the 
final furlong, beating his rivals readily. 
He was ridden by Jimmy Mullane, recent- 
ly back from Santa Anita. 

Pimlico’s Starting Bar 

Pimlico will use the newly invented 
starting bar during its spring meeting, 
May 8 through June 2. The bar, which 
has been used successfully in California 
this winter, works the same way as the 
starting blocks used by human footrun- 
ners for a quick getaway. The bar is a 
concave piece of steel about three inches 
wide and the length of the starting gate. 
It is covered by vulcanized rubber and 
shaped so that any pressure makes it 
grip the ground more firmly. 

The bar is put into the track parallel 
to the tail gate about a foot behind the 
horse’s hoofs. When the gate is sprung, 
the bar will help him to get a better 
start. 

Eddie Blind, starter at Pimilco watched 
inventor Wilson Dunn’s demonstration, 
then observed that while it’s not a cure- 
all, the bar should eliminate up to 75% 
of the cases where a horse loses all 
chances of winning because of a faulty 
break. 

Delaware’s Distaff Races 

A. B. Hancock’s Doubledogdare, who 
made her 3-year-old debut winning the 
Spendthrift Purse on opening day at 
Keeneland, will race but three more 


times in Kentucky this spring before be- 
ing pointed for a few Long Island races. 
Hancock explained that he plans to race 
her lightly as a three-year-old, and hasn’t 
decided about her four-year-old career. 
At any rate, she will definitely be retired 
before five 


He observed that the races 
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Jarrin John, winner of the Block House Race at 
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in Delaware make a man think twice 
about retiring a top filly after ihree. 
Dr. Harthill Acquitted 

Dr. Alexander Harthill, Louisville, Kv., 
veterinarian, last week was acquitted in 
a New Orleans trial on charges of bribery 
in connection with an alleged conspiracy 
to falsify the results of saliva and urin- 
ary tests made during February, 1955, 
at the Fair Grounds. 

Prosecution witnesses testified that 
they had been told of the plot by Dr. 
Harthill’s co-defendant, Cassius M. Clay, 
former Director of the Food and Drug 
Division of the Louisiana Board of 
Health. But defense witnesses testified 
that Mr. Clay had appeared to be intoxi- 
cated at the time of his “confession.” 

— Frank Talmadge Phelps 


A Heartening Experience 

For a number of years, I have won- 
dered what brings blind people to the 
races. 

After the eighth race on that slightly 
damp Saturday when they ran a really 
top notch race named for the late Mr. 
Campbell at Bowie, I saw an older gen- 
tleman tapping his way along in front 
of the betting windows under the grand- 
stand. Since Campbell Day, 1956 was a 
day for only hardy souls to venture out 
and since it takes a little doing to get to 
Bowie, I couldn’t resist asking this fel- 
low what brings a blind man to the races. 

As we squished along to get my friend 
aboard a bus aimed back toward Balti- 
more he explained it. First of all, he 
likes the smel! and the feel of the race 
track, and he would go even if all eight 
races were announced over radio or TV 
every day, which, of course, they aren’t. 
Secondly, he enjoys racing itself and he 
can tell what’s happening by the calls 
over the loudspeaker. Actually, he prob- 
ably gets more out of it than a lot of 
people who, between the posting of the 
pay offs, neither see nor hear anything 
but their tip sheets. Then, of course, he 
wagers which I have heard tends to 
heighten one’s interest. In this particular 
day, he had hit the daily double at $94.20 
by a very scientific system. He bet his 
age, which I read somewhere is the way 
J. Edgar Hoover does it too. 

The night before a day at the races, 
the blind man has a member of his family 
read to him the entries and weights. The 
next morning, he makes his way from 
his home in Baltimore to the bus termin- 
al by public transportation and thence 
by bus to the track. He taps taps his 
way in and to the hot dog stands and 
the betting windows (paying windows 
too) and makes out just fine. When he 

Continued On Page 9 
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Tryon, (N. C.) shows the way over a 


jump on the Tryon Course, followed by Here’s Why, Resist, John Willie and Ginny 
Bug. 
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Continued From Page 8 


wants to know the odds, he asks some 
body and usually gets all the help he 
needs. That’s a heartening commentary 
on human nature, but here’s even a bet- 
ter one. Nobody has ever yet short 
changed him. 

The fellow pointed out to me that he 
was actually not too badly off. He only 
lost his sight 46 years ago in a bad acci- 
dent at the age of 17. Hence, he can 
visualize what was going on from mem- 
ory, whereas people born blind have 
nothing to go on. So. if you ever feel 
that your luck is running out and things 
are pretty rough all the way around, 
talk to a blind man at the races. 

— R. J. Clark 


Another Good French Son of Relic 

Last year it was in the 10% furlongs 
Prix Juigne that the subsequent Epsom 
Derby winner Phil Drake made his first 
appearance, this Longchamp race being 
for three year olds that have not pre- 
viously run. On that occasion Phil Drake 
finished second and it is possible that 
history may repeat itself, for this year’s 
runner-up O’Grady is engaged in both 
the Two Thousand Guineas and the Der- 
by. Winner in a field of seventeen was 
M. Francois Dupre’s Tanerko by 1% 
lengths from O’Grady; the former is a 
son of the American-bred Relic, who 
now stands at M. Dupre’s stud at Pont 
d’Ouilly in Normandy, France. Relic is 
also the sire of the Middle Park Stakes 
winner Buisson d’Argent, one of the fa- 
vourites for the Two Thousand Guineas, 
whose first appearance of the season on 
13th of April is eagerly awaited at the 
time of writing. — P. T-C. 


Son of Mr. Busher Wins in Eire 

Neil S. McCarthy, who is belived to be 
now visiting Ireland in connection with a 
possible purchase of Panaslipper from 
the National Stud, had the satisfaction of 
seeing one of his home-bred fillies win 
on the Curragh on 7th of April when the 
two-year-old filly Bonny Busher won the 
Blackwater Plate by half a length. 

Now owned by Joseph McCarthy, Bon- 
ny Busher is by Mr. Busher out of San 
Bonita, a daughter of Sansovino. San 
Bonita has produced the winners No Tick 


and Peranne. — P. T-C. 
Monmouth Handicap 
Amory L. Haskell, President of the 


Monmouth Park Jockey Club, has recent- 
ly announced that the Monmouth Handi- 
cap has been increased in value by $25,- 
000 to a total of $100,000. It will be for 
3-year-olds and up at a mile and % and 
will be contested on July 14. The Mon- 
mouth Oaks for 3-year-old fillies and the 
Sapling Stakes for two-year-olds to be 
run on July 28 and August 8 will carry 
$50,000 purses. 


Leading Money Winner 

A burning question around the tracks 
these days is whether Nashua will pass 
Citation as the winningest horse of all 
time, money wise. I personally think too 
much emphasis is being put on the num- 
ber of dollars earned “because it really 
doesn’t mean much. The greatness of a 
horse is not measurable in dollars earn- 
ed because the value of the dollars has 
changed considerably and the number 
of $100,000 added money races has vast- 
ly increased since Crystal Pennant won 
the first race in North America to gross 
over a hundred thousand dollars, The 
Cofforth, at Tia Juana on March 18, 1928. 
It’s like trying to measure something 
with a rubber band. It is quite a thing 
to be the leading money winner all 
right, but it doesn’t indicate much more 
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@Warling Photo) 


PRESENTATION OF THE GERALD B. WEBB, JR. MEMORIAL TROPHY AT 


THE MIDDLEBURG HUNT RACES—(L. to r.): 


Winning Jockey H. Hatcher, 


winning trainer A. White, Mrs. R. B. Young and Miss “Missy” Duryea, who ac- 
cepted the trophy for W. M. Duryea, the owner of the winning horse BREAK- 
ERS AHEAD 


than that the horse was among the best 
and hardiest running of his day. 

Just for fun, let’s look at the leading 
money winners of years past. In 1845, 
Peytona won six out of seven races and 
was on top with $66,000. In 1873, Parole 
took over with a total of $82,815, being 
replaced shortly by the great mare, Miss 
Woodford, which was the first to earn 
over $100,000. Her total was $118,872 
which lasted as tops until Hanover reach- 
ed $118,270, in 1884 and then Kingston 
got up to $138,917 later the same year. 
Kingston had to run into his tenth year 
and win 89 times to get the leadership. 

The leaders after that were: 


Domino 1891 $170,890 
Man o’War 1920 249,465 
Zev 1923 303,069 
Gallant Fox 1930 376,744 
Seabiscuit 1940 437,730 
Whirlaway 1942 561,161 


After Whirlaway, the title passed a- 
round like a ping pong ball in the surf. 
Assault got $576,670 and, a few months 
later, Stymie took over. It went back to 
Assault and then again to Stymie. Then 
Armed took it away from both of them 
with a total of $817,475. Stymie regained 
the lead with a total of $918,485 whic h 
lasted until Citation ran a mile in 1:3: 
for a world record in the Golden Gate 
Mile on June 3, 1950 to bring his total 
to $924,630 which he subsequently boost 
ed to $1,085,760. — R. J. Clark 

Gulfstream’s Wade 

Horace Wade, Gulfstream’s racing see 
retary, has been invited to attend the un- 
veiling of the $5,000,000 racing plant in 
Panama next August because of his “out- 
standing contributions to inter-American 
relationship in regard to Thoroughbred 
racing.” 

For the past two years he and other 
members of the Gulfstream Park staff 
have worked on a plan to present an In- 
ternational race for the leading horses 
of the U. S. and those of our southern 
neighbors. The Washington, D. C., In- 
ternational proved that top South Ameri- 
can horses would be willing to accept so 
that the race would be of true champion- 
ship calibre. 

Wade recently released the colour 
film of the 1955 Florida Derby (with 
commentary translated into Spanish and 
Portugese) to the South American coun- 
tries. The movie runs for 30 minutes and 
is being shown to clubs and sporting 


groups from the Rio Grande to the 
Straits of Magellan. 
Tenny On Shoeing 

Mischah Tenney has proved himself as 
great a sportsman as horse trainer. When 
the highly regarded colt, Ben A. Jones 
continually rapped his shoulder in run- 
ning, Trainer Elmer Kalensky turned 
to Swaps’ guardian, whose skill in nurs- 
ing that horse’s trick foot has become 
legendary. Watching Film Patrol movies 
of Ben A. Jones’ races for over three 
hours, Tenney, a veterinarian and two 
stewards, studied the colt’s action and 
found that Ben A. Jones began hitting 
himself after changing stride on the turn. 
His leg in this tride came up to a natural 
height, then flicked up and outward be- 
fore being returned downward. It was 
the inside heel that struck the point of 
the shoulder. Tenney not only gave in- 
valuable help in discovering this unortho- 
dox method of travel, but supervised the 
blacksmith job that leveled the hoof and 
pointed the toe slightly in, thus prevent- 
ing further rapping. A few days after 
this, Tenney’s Kentucky Derby hopeful, 
Terrang, beat Kalensky’s cold three-quar- 
ters of a length in a very fast race; how- 
ever, Ben A. Jones sailed past Terrang 
in the backstretch in a manner that indi- 
cated he would be a horse to reckon with 
when the bugle blows on May 5! In any 
event, Tenney — whose sportsmanship is 
beyond personal limitations — may have 
a finger in the pie. 


Racing Trends 

Daily reports by the racing associations 
to the press have revealed the following 
trends in racing. Daily average atten- 
dance at completed meetings as com- 
pared with 1955 ranges from —11% at 
Sunshine Park to plus 9% at Charles 
Town. Sunshine Park is the only one 
that went down, all other tracks showing 
an increase in attendance. All tracks 
showed an increase in the daily average 
mutuel handle, these ranging from plus 
2% at Sunshine and Oaklawn Parks to 
plus 13% at Tropical Park. Current 
meetings, compared with the same period 
last year, show daily average attendance 
of —5% at Ascot Park, but rising to a 
28% increase at Fort Miami. As for the 
mutuel handle change, Bowie and Jamai- 
ca are —2%, but Ascot Park is plus 22%, 
Fort Miami, plus 21% and Gulfstream 

Park plus 19%, with other tracks in be- 
tween. 
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Foals 


Alablue, by Blue Larkspur: ec. (Apr. 2) 
by Hill Prince. Booked to Citation. 
Normandy Farm, Lexington, Ky. 

Aunt Jinny, by *Helopolis: c. (Apr. 8) by 
*Ambiorix. Booked to Revoked. Man- 
chester Farm, Lexington, Ky. 

Bayborough, by Stimulus: f. (Mar. 27) by 
Hawley. Walnut Springs Farm, Lex 
ington, Ky 

*Carrycara, by *Royal Charger: c. (Mar 
18) by Mr. Busher. (foal died). Book 
ed to Your Host. Meadowview Farms, 
Inc., Moorestown, N. J. Owner, Ger- 
ald F. Strickland 

Casano, by *Castel Fusano: f. (Mar. 25) 
by Your Host. Meadowview Farms, 
Moorestown, N. J. Owner, Daniel B. 
Kelly. 

Granheart, by Granville: c. (Mar. 31) by 
Your Host. Booked to Your Host. 
Meadowview Farms, Inc., Moores- 
town, N. J 

Elfish, by Fairy Manhurst: f. (Apr. 2) by 
Reaping Sickle. Booked to Admiral 
Tan. Stirrup Hill Farm, Bakerstown, 
Penna. 

*Fayzi, by Dastur: f. (Mar. 13) by Mieu- 
xce. Booked to One Hitter. Normandy 
Farm, Lexington, Ky. Owner, C. H. 
Walker, III. 

Four Bells, by *Quatre Bras II: c. (Mar. 
6) by Reaping Sickle. Booked to Ad- 
miral Tan. Stirrup Hill Farm, Bakers 
town, Penna. 

Ghazni, by *Mahmoud: c. (Mar. 31) by 
Tom Fool. Booked to Helioscope 
Claiborne Farm, Paris, Ky 

Glocca Morra, by *Shannon II: c. (Apr. 2) 
by Your Host. Booked to *Sea Charg 
er. Meadowview Farms, Inc., Moores 
town, N. J. Owners: McLean-Lyman 

Good Morning, by *Sir Gallahad III: c. 
(Apr. 1) by *Turn-to. Booked to 
Princequillo. Claiborne Farm, Paris, 
Ky. Owner, H. F. Guggenheim. 

Happy Birthday, by Jamestown: f. (Mar 
9) by Bimelech. Walnut Springs 
Farm, Lexington, Ky 

High Top, by Jack High: c. (Mar. 16) by 
Alerted. Booked to Slide Rule. Mea 
dowview Farms, Inc., Moorestown, 
N. J 

Huntland Belle, by Ringmenow: f. (Apr 
6) by Reaping Sickle. Booked to Ad 
miral Tan. Stirrup Hill Farm, Bakers- 
town, Penna. Owner W. R. Arm- 
strong. 

Imperatrice, by Caruso: f. (Mar. 30) by 
Hill Prince. Booked to Hill Prince 
Claiborne Farm, Paris, Ky. Owner, 
C. T. Chenery 

Lady Alexandra, by Count Fleet: ¢. (Apr 
12) by Alerted. (Colt died). Booked 
to Your Host. Meadowview Farms, 
Inc., Moorestown, N. J. Owner: Mr 
J. J. Nash 

*“Mah Iran, by *Bahram: f. (Mar. 16) by 
Bois Roussel. Walnut Springs Farm, 
Lexington, Ky. Owners: Clifford 
Mooers and H. H. Mundy 

Miss Carolina, by Valdina Orphan: | 
(Apr. Ll), by Lighthouse. Booked to 
Slide Rule. Meadowview Farms, Inc., 
Moorestown, N. J. Owner: Mrs. T. P. 
Harris. 


Miss Sal K., by *Hairan: f. (Mar. 11) by 
*Djeddah. Walnut Springs Farm, 
Lexington, Ky. 

Nance’s Image, by First Fiddle: c. (Apr 
12) by Slide Rule. Booked to Slide 
Rule. Meadowview Farms, Inc., 
Moorestown, N. J. Owner: H. A. Dab 
son. 

O’Alison, by Rosemont: c. (Mar. 27) by 
Roman. Booked to Roman. Rigan Mc- 
Kinney, Woodbine, Md 

Peregrine, by Brazado: f. (Mar. 6) by 
Your Host. Booked to Sea Charger. 
Rigan McKinney, Woodbine, Md. 

Play Mary Jane, by Chance Play: c. (Mar 
23) by Jet Pilot. Booked to Count 
Fleet. Claiborne Farm, Paris, Ky. 

Rash Hurry, by John P. Grier: c. (Mar. 
20) by Your Host. Booked to Your 
Host. Meadowview Farms, Ince., 
Moorestown, N. J 

Real, by *Vatellor: f. (Apr. 13) by *Ar 
dan. Booked to Your Host. Meadow- 
view Farms, Inc., Moorestown, N. J 
Owner: Justin Funkhouser 
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Run a Risk, by Count Fleet: f. (Mar. 7) 
by *Alibhai. Shawnee Farm, Harrods- 
burg, Ky. 

Sea Blossom, by War Admiral: c. (Apr. 
8) by *Noor. Booked to Your Host. 
Meadowview Farms, Inc., Moores- 
town, N. J. Owner: Louis R. Rowan. 


Segula, by Johnstown: f. (Apr. 14) by 
*Nasrullah. Booked to *Nasrullah. 
Normandy Farm, Lexington, Ky. 
Owner, Stavros S. Niarchos. 


Selenga, by Jamestown: c. (Feb. 28) by 
Oil Capitol. Booked to Your Host. 
Rigan McKinney, Woodbine, Md. 

Snowy Peak, by Dastur: f. (Mar. 15) by 
Pass Out. Booked to Greek Song. 
Normandy Farm, Lexington, Ky. 
Owner, Mrs. T. M. Waller. 

Sweet Seven, by *Nasrullah: c. (Mar. 25) 
by Straight Deal. (foal born dead). 
Booked to Your Host. Owner, David 
D. Odell. 

l'atula, by Eight Thirty: f. (Apr. 11) by 
Discovery. Booked to Hasty Road. 
Rigan McKinney, Woodbine, Md 
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GOOD BONES 
SOUND LEGS 
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..+ Scientifically formulated to 


provide your horses’ 

vitamin and mineral DNEG 
VIONATE, developed by Squibb, pro- 
vides DNI — Daily Nutritional Insur- 
ance that your horses will receive all 
the known essential vitamins and min- 
erals needed for fast growth, endur- 
ance and stamina. Add Vionate to 
feed once each day to help build good 
bone—sound feet and legs, deep wide 
chest with well-sprung ribs. Use for 
pregnant and lactating mares to main- 
tain strength, for weanlings to prevent 


NATE 


rickets (bulging forehead, enlarged 
joints, “ouchiness,” etc.) and to build 
strong resilient tendons. 





VIONATE contains 11 vitamins, 9 minerals 
in scientific balance: Vitamins: A, Ds, Bi, 
B., Be, Biz activity, Folic acid, Niacin, Panto- 
thenic acid, Vitamin E, Choline; Minerals: 
Salt, Calcium, Phosphorus, Iodine, Iron, 
Cobalt, Copper, Magnesium, Manganese. 


FREE-New Gestation Cal- 
culator tells at-a-glance 
when foals are due. For 
your copy, write SQUIBB, 
Veterinary Products Depart- 
ment, 745 Fifth Avenue, 
New York 22, N. Y. Dept. 4 





VIONATE IS AVAILABLE IN 10-LB. CANISTERS AND 50-LB. ECONOMY BAGS— WRITE FOR PRICES. 


VIONATE isa registered Squibb trademark 
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Pere rai its 
a Mepnune 


——KENTUCKY 
Hymettus to Shawnee 

Mrs. Parker Poe, owner of Shawnee 
Farm, Harrodsburg, intends to breed a 
few mares next spring to Hymettus, her 
unraced two-year-old colt by *Heliopolis 
out of the brilliant route mare *Miss 
Grillo, by Rolando. 

Hymettus was regarded as one of the 
choicest nominees to last season's Keene- 
land Summer Sales, but he hurt a knee 
as he was being unloaded for the auction. 

Incidentally, the entire current year- 
ling crop at Shawnee consists of fillies. 
A daughter of Citation—*Miss Grillo is 
being retained as an eventual broodmare 
replacement, but the other five have 
been nominated for an summer's Keene- 
land Sales. — F. T. 


*Chantress to ‘Hasty Road 

Mildred W. Woolwine, owner of White 
Oaks Farm, Lexington, has changed her 
mind about the mate for her standout 
producer *Chantress, dam of Saggy, 
Gainsboro Girl and Sea O Erin. Miss 
Woolwine has now hooked the Hyperion 
mare to Hasty Road, currently standing 
his first stud season at Mr. and Mrs. 
Howard Reineman’s Crown Crest Farm, 
Lexington. — F. T. P. 

Doubledogdare’s Brother 

A. B. Hancock’s Claiborne Farm, Paris, 
has a yearling full brother to Double- 
dogdare, the Double Jay filly who recent- 
ly ran off with the $15,000-added Ash- 
land Stakes at Keeneland. The dam, 
Flaming Top, who has also produced II- 
luminable, is expecting another Double 
Jay foal this spring. 

Incidentally, with her Thursday, April 
19, triumph in the Ashland, Doubledog- 
dare provided Double Jay, who stands at 
Claiborne, with his second three-year-old 
stakes victor in five days. On Saturday, 
April 14, Companas Stable’s Besomer, a 
son of Double Jay, tallied in the $30,000- 
added Governor’s Gold Cup at ‘xR 

— F. T. P. 





Swanky Barren 
Ivor Balding, Manager of the ©. V 
Whitney Farm, Lexington, reports that 
Swanky, dam of the recent Gotham 








Stakes and Wood Memorial winner Head 


Man, is barren to Counterpoint’s cover 
Pp. 


this spring. — F. T 
Gaga Filly 

Duval A. Headley’s outstanding brood 
mare, Gaga, foaled a chestnut filly by 
Count Fleet Monday morning at Head- 
ley’s Manchester Farm. This filly is a 
half-sister to Tom Fool, Aunt Jinny and 
Gagetta. Tom Fool was Horse of the 
Year in 1953 and the best 2-year. old of 
1951. Aunt Jinny was the best 2-year-old 
filly of 1950, while Gagetta, a full sister 
to Tom Fool, has won her only start this 
year as a three-year-old. 


TEXAS—— 
Partnership 

Friendly rivalry on the college football 
teams, later merging into close business 
contacts, and now a full fledged partner- 
ship between Otha Tiner, former TCU 
football player, and Zohn Milam, who 
carried the ball for SMU in his younger 
days, has been launched in the field of 
Thoroughbred breeding. Starting in a 
small way, Tiner and Milam, the latter 
operating a well appointed ranch at 
Graham, Texas, and Tiner currently run 
ning the Nobby Harness Co. here, were 
fortunate in gaining the ear of G. Rollie 
White, former Chairman of the Board 
for Texas A&M College, White arranged 
for the intending Thoroughbred breeders 
to take over three of his proven mares. 
These were Just Mary, Just Marion and 
Petty Taw, all of which have produced 
winners. While two of the mares are 
along in years, there still remains am- 
ple time for the newcomers to get a 
head start in their operations. 

“Watt Reynolds, who is anxious to 
help us get going, permitted us to breed 
two of our mares to First Game, the King 
Ranch stud there, and Mr. Chairman, 
their home bred sire, and a proven stal- 
lion whose progeny has been winning 
consistently” commented Tiner. 

——MEXICO—— 

It was reported here that one of Re- 
public's best known stud farms, Cuadra 
Azteca, was on the losing end of an odd 
deal in Ireland. The Mexican sportsmen 


a bs 
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bought a horse in training, then the colt 
was reported unsound in wind so they 
decided against going through with the 
deal. The colt then won a big race at 
The Curragh, and for an unsound horse 
he beat a lot of top grade performers. 


——CALIFORNIA 

Lunn Ranch 

A fleet of bulldozers is now completing 

a levelling operation which will permit 

flood irrigation of Mrs. Richard Lunn’s 

85 acres adjoining Rex Ellsworth’s Chino 

Valley ranch. In the meantime her horses 

are boarding at the .Ellsworth place 

where Endeavour II, sire of Porterhouse, 
stands. 





Ellsworth Paddocks 

Rex Ellsworth has paddocks designed 
so that a horse is never caught in open 
pasture but is driven by a man on horse- 
back down lanes to a central “catch 
pen.” Ellsworth’s famed $300,000 push- 
button feed mill has huge bins and five 
magnets to remove dangerous bits of 
metal from shredded hay and two clean- 
ing devices which remove dirt, pebbles, 
ete., from grain since he believes un- 
clean feed is a very real hazard. 








VIRGINIA—— 


Sailor to Stud 

Sailor's racing career has been ended 
due to the injury he received while run- 
ning in the John B. Campbell Memorial 
at Bowie on April 7. The pedal bone in 
his left forefoot was fractured too close 
to the toe to give any hope of his ever 
regaining his top form. Sailor is now 
at Mrs. Dodge Sloane’s Brookmeade Farm 
where he will enter the stud next season. 
During his career, the four-year-old 
Sailor started 21 times, winning 12 races, 
finishing second three times and third 
once. This year he won the John B. Camp- 
bell Memorial and defeated Nashua in 
the Gulfstream Park Handicap. He re- 
tires with earnings of $321,075. 

Llangollen Brothers 

Three full brothers owned and bred by 
Llangollen Farm are among the nomina- 
tions for the series of the three National 
Maiden Hurdle event at Belmont, Mon- 
mouth and Saratoga. They are: six-year- 
old First Endeavour, five-year-old Open 
Country and three-year-old Corn Husker, 
= by “Endeavour II out of Miss Nebras- 
ca. 





Continued On Page 12 
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Winner of the 2-year-old Thoroughbred class at the Rose Tree Colt Show—ARCTIC MORN (left) by Slam Bang—Lotamilk, by 
Milkman, owned by Mr. and Mrs. Walter Wickes, Jr. of Brag ill Farm. Henry Cadwalader, Field Secretary of the Penna. Breed- 
ers Assn. is pinning the prize-winning 2-year-old, held by Mrs. Wickes. (Right)—The winner of the Thoroughbred yearling 
class and champion of the Rose Tree Colt Show was Sydney W. Glass’ unnamed colt by Colony Boy—All Quiet, by Unbreakable. 
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News From the Studs 


Continued From Page 11 
“Kingsway Mate 

While Perfect Gem was turned out to 
pasture for an afternoon of sun, she foal- 
ed a colt by Nahar II. Owned by Snow- 
den Carter and Louis Pascal, the five- 
year-old full sister to Kentucky Derby 
winner Dark Star, will go to *Kingsway, 
standing at the Kentmere Farm in Boyce, 
Virginia. 

*Le Beau Prince 

Le Beau Prince, Cockfield Stables’ 
French four-year-old who has won all 
three of his starts since coming to the 
United States, has an intensely French 
Pedigree, some of the lines going back 
for a century. His sire, Fontenay, is by 
the Tourbillon stallion, Tournedo, while 
his dam, Quillini, is by Sultan Muhamad 
out of Hotep Heres by Cadum. The third 
dam is Queen Mab by the great son of 
St. Simon, Rabelais. In addition there 
are two more crosses to Massine, a cross 
to Swynford and to Filibert de Savoie. 
Ted Atkinson has a high regard for the 
colt. 





Iroquois Hunt Point-to-Point—Tommy Rankin of Lexington was lead- 

ing in the Kentucky Cup Race as the horses crossed the creek, but 

Howard Tilson (on Rich Lark) moved up from second to beat Rankin’s 
Misbehave. Robert Cherry !!, aboard Fast Time is third. 


FLORIDA 
Veenemans Visit 

Mr. and Mrs. William Veeneman, Jr. 
visited the Ocala Stud Farms on Satur- 
day, April 7th. The Kentucky visitors 
were impressed by the facilities avail- 
able, especially the new % mile training 
track with electric starting gate. 

Needles’ Half-Sister 

The Jockey Club has granted the name 
of Blenomene for the yearling chestnut 
filly by Fly Away—Noodle Soup, by Jack 
High, a half-sister to the top horses Need- 
les and Menolene. Mrs. W. E. (Dickey) 
Leach, who is the one directly responsi- 
ble for there being a Needles, named the 
filly along with the 12 other yearlings 
which were included when the Dickey 
Stables was sold to a Syndicate headed 
by Bruce S. Campbell of Towson, Md. 

Bred to “Stella Aurata 

The Ocala Stud Farms have bred the 
compact chestnut mare Lady Argyle by 
Tintagel—Sunana, by Sun Edwin to Dou- 
glas Stewart’s bay stallion *Stella Aura- 
ta. Sunana, dam of 7 winners, is a half- 
sister to the stakes class Sirasia (also 
sire) and is out of Anastasia, by *Wrack, 
sister to Petee-Wrack and half-sister to 
Gallant Fox, Foxborough and Fighting 
Fox 

Lady Argyle, whose broodmare career 
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was delayed due to the fact she was such 
an outstanding jumper in the hunt field 
and show ring, has at side a keen looking 
chestnut colt, her first foal, by Combat 
Boots. 


Campbells Visit Farm 
Mr. and Mrs. Bruce S. Campbell en- 
joyed a few days at their home at the 
Ocala Stud Farms recently. A part of 
their time, when not out on the farm 
looking over the new foal arrivals, was 
spent in coining names for the Maryland- 
bred yearlings which will be sold in Jan- 

uary as 2-year-olds at Hialeah. 


Rider O'Farrell 

From a hunter in the Elkridge-Har- 
ford hunt field in 1949 to a lead pony 
on a training track in Florida in 1956 is 
a long way and a long time. Joseph O’- 
Farrell, General Manager of the Ocala 
Stud Farms, was last on a horse when 
he hunted with the Elkridge-Harford 
Hunt when that hunt staged a joint-meet- 
ing with Harry Straus’ Carrollton Hounds 
back in 1949. On March 24, 1956 he 
climbed up on the farm’s lead pony to 
give the filly Poloriot, belonging to Leo 
Edwards, her morning’s work. 


(Herald-Leader Photo) 


——PENNSYLVANIA—— 
Colony Boy 

The Colony Boys are holding their own 
again this year. Through April 18 he had 
8 winners of 14 races and $18,050 in first 
monies. Last year he ranked third in 
first money won by Pennsylvania stal- 
lions now standing at stud (Heather- 
broom first, Bless Me, second) and was 
leader in number of winners (22 to Hea- 
therbroom’s 21 and Bless Me’s 17). A 
Bromiey-bred 2-yr.-old won her first start 
by five on April 12th at Bowie — Gay 
Colony. 


Half Brother to Tulyar Foaled at 
Sheshoon 

Most interesting of the twenty-five 
foalings announced from the Aga Khan’s 
Sheshoon Stud up till the 24th of March 
is a colt foal born on the 7th of March 
out of Neocracy, the dam of Tulyar, who 
already has two sons in the United 
States in *Tarjoman and *Tudorka. 

Like the latter, the foal is a chestnut, 
being by the Queen’s young Hyperion 
stallion Aureole, winner of the King 
George VI & Queen Elizabeth Stakes. 

There are three foals by Tulyar includ- 
ed in the list, all fillies, the one to catch 
the eye being a bay daughter of the 
“flying” Diableretta, who won eight 
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races worth $41,600 and is a grand- 
daughter of *Nasrullah’s dam, Mumtaz 
Begum. — P. T-C. 

To Visit Hill Gail 

Among the mates at the court of Jos- 
eph McGrath’s imported American-bred 
Hill Gail is the five-year-old Dynamene, 
who won two races at two and had a fur- 
ther success as a three-year-old. 

A half-sister to *Nasrullah’s good son 
Anamnestes, the winner of seven races 
to a value of nearly $15,000, Dynamene is 
from the Panorama mare Anne of Essex, 
who traces to the famous Crucifix, one 
of the few mares that has ever won the 
Two Thousand Guineas, One Thousand 
Guineas and the Oaks. — P. T-C. 

Own-Sister to Hafiz li 

It will no doubt be of interest to Col. 
Larry MacPhail to learn that Double 
Rose III dropped a brown filly to the 
cover of Nearco on the 16th of February, 
for this filly is an own-sister to his recent 
purchase Hafiz II. 

While on a visit to Ireland last year, I 
was privileged to look over the yearlings 
at the Aga Khan’s stud before the horses 
were shipped to France to be put into 
training. Of the score and more lovely 


(Herald-Leader Photo) 


Howard Tilson on his wife’s Red Wing taking the 

last jump to score a victory in the other than Thor- 

oughbred race, which gave Mr. Tilson a clean sweep 
as the winning rider of all three races for men. 


fillies that I saw, none impressed me to 
a greater degree than Double Rose III’s 
grey daughter of Palestine, named Pal- 
rosa. — P. T-C. 
Lyman — McClean 

Miss Jenepher McClean of Fort Wash- 
ington, Penna., and Mrs. Charles B. Ly- 
man of Maui Meadows, West Chester, 
Penna., recently bought two mares from 
Alfred Roberts. They are Sterling Maid 
(Easton—Betsy Ross II) who has a filly 
by Slide Rule and has been bred back, 
and Glocea Morra (Shannon IIl—Blue 
Black) who has a colt by Your Host and 
is booked to Sea Charger. Brig. Gen. and 
Mrs. Lyman stand Roman Tread at their 
farm. 

McShain Import 

En route to the city of Grace Kelly’s 

nativity is the lovely Irish mare Star 


‘Telegrams, in foal to Tulyar. Owner is 


the well-known American horseman, Mr. 
John McShain of Barclay Stables. 
— P. de B. O’B. 


‘COUNT’ STILL TOPS 

Twenty-four yearlings sired by Stoner 
Creek Stud’s great sire Count Fleet have 
sold at public auction in the past three 
years for a total of $467,412, an average 
of $19,475. The 1955 sales crop of three 
fillies and two colts brought an average 
of $21,100. 
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Hunter Trials 
Rocky Fork Headley 


On April 14 and 15 the combined hunt- 
er trials and races were presented by 
Rocky Fork Headley Hunt near Colum- 
bus, Ohio. The local members were hap- 
py to welcome guests from Cincinnati, 
Indianapolis, and Battle Creek, Michigan. 

Opening the show was the green class 
with accompanying rain (which added 
moisture throughout the 2 days). This 
class was won by Mrs. Sallie Sexton’s 
Sea Tramp. The first open jumping class 
was won by a whipper-in’s horse with 
the only clean round. This horse, Cherry- 
bottom, also performed very well in hunt- 
er classes later. The Master’s Cup for 
qualified hunters was won by Mr. L. J. 
Bennett’s Copperman. This course was 
really a test and included two jumps 
over a 4’ wide creek which caused some 
pronounced hesitation by a few horses. 

Three horses went postward for the 
Frank Tallmadge Memorial Bowl race, 
about three miles over timber for quali- 
fied hunters. From the very start, Dr. 
Harry Brown on jhis Bold Prophecy set a 
hot pace with the other two contenders 
close behind. Fencing flawlessly, the 
chestnut mare led until the last '~ mile, 
when the other horses came almost to 
her. Procurement owned by W. E. Rey- 
nolds and the mare went down to the 
last fence nearly together, but then Bold 
Prophecy pulled ahead to win going 
away by about 3! lengths. Procurement, 
ridden by Mr. Ned Bonnie, was about 
the same distance ahead of Four Hearts, 
owned and ridden by Harry Prentice, 
from Cincinnati, Ohio. 

The mile race on the flat was excit- 
ing all the way, with the four horses 
finishing “under a blanket”. The margin 
of victory was only a head, then 1 length, 
and the last horse only 11% lengths back. 

As might be expected, the open work- 
ing hunter class on Sunday had many 
sood rounds in spite of the rapidly deep- 
ening course, and a few headaches left 
over from the hunt ball the evening be- 
fore. This class was won by the Bon- 
ham’s Uno Fair. The Corinthian Chal- 
lenge Trophy was won by last year’s 
winner, Mr. Jorrocks, owned and ridden 
by Dr. Harry Brown. It was hard to have 
a bold round out of the mud and slip- 
pery turf, but several horses showed 
amazing brilliance, making play of diffi- 
culty. 

Considering the inclement weather, the 
cheerful competitors and good safe 
rounds were a credit to all concerned. 
There were even a healthy number of 
spectators to help make the show a suc- 


cess. 





CORRESPONDENT 
LHC 
PLACE: Gahanna, Ohio 

TIME: April 14-15 
JUDGE: Mrs. D. G. Rockwell, William Summer. 
SUMMARIES 
Green hunter—1l. Sea Tramp, Mrs. Sallie Sex- 
ton; 2. Brigadeer, Judy Durschnitt; 3. Rakasan, 

Bob Gulick; 4. Hy-Lo-Luck, Carl Miller, Jr. 
Open jumping—1l. Cherrybottom, Mrs. Robert 


McFadden; 2. Blazette, L. J. Bennett; 3. Charlie 
My Boy, Carl Miller, Jr.; 4. Donegal, Kay Allen. 
Working hunter hack—1. Hy-Lo-Luck; 2. Gal- 
low Lass, Carolyn Scatterday; 3. Picnic, Karen 
Mvkrantz; 4. Reflection, John F. Miller. 

Master’s cup, working hunters qualified—1. 
Copperman, L. J. Bennett: 2. Mr. Jorrocks, Dr. 
Harry W. Brown; 3. Cherrybottom; 4. Warrior, 
Carol Scheaf. 

TALLMADGE MEMORIAL BOWL, abt. 3 miles 
over timber. Winner: ch. m. (9) by *Isolater— 
Veiled Prophet by Insco. Breeder: Irving Kort. 

1. Bold Prophecy (Dr. Harry W. Brown), Dr. 
H. Brown, 

2. Procurement (W. E. Reynolds) N. Bonnie. 

3. Four Hearts (H. H. Prentice) H. Prentice. 

ROCKY FORK HEADLEY HUNT RACE, abt. 
'2 mile on the flat. Winner: b. g. (5) by Big- 
Brand—Miracle Maid, by Busy American. Breed- 
er: H. H. Prentice. 

1. Penrage Brand (H. H. Prentice) H. Prentice. 

2. Alam (Dennis O’Keefe) D. O’Keefe. 

3. Late Vixen (Peggy Matt) Peggy Matt. 

Also ran: Jack Davis’ Sam Challenger, 

Children’s hunter hack—1. Maple Sugar, Peggy 
Curley 2. Beauregard, W. E. Harrison; 3. Up- 
lane’s Prince, Duane Mazey; 4. Picnic. 

Open working hunter—1. Uno Fair, Max Bon- 
ham; 2. Blazer, L. J. Bennett; 4. Touring, John 
Zettler; 4. Cherrybottom. 

FEI jumpers—1. Donegal; 2. Blazette; 3. Gallow 
Lass; 4. High Briar, Max Bonham. 

Corinthian hunter—l. Mr. Jorrocks; 2. War- 
rior; 3. Cherrybottom; 4. Blazer. 

Children’s hunter seat & hands—1, Laurel 
Scheaf; 2. Karen Mykrantz; 3. Peggy Curley; 4. 
Duane Mazey. » 

Hunt teams—l. Rocky Fork Headley, Mrs. 
Robert McFadden, Denns O’Keefe, L. J. Bennett; 
2. Battle Creek, Angela Erickson, Carl Miller, 
Carol Scheaf; 3. Columbis Riding Club, Kay Al- 
len, Flo Anderson, Judy Durschnitt. 

pmememaees QQ tenemennesimes 


Valley Forge 


Betty Baldwin earned her second tri- 
umph of the weekend (Ladies Race at 
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Radnor on April 14) piloting Valley Forge 
Farm’s Aer Lingus to the hunter cham- 
pionship. The victory gives the farm its 
second leg on the trophy which Aer 
Lingus previously won in 1954. Gen. and 
Mrs. Charles B. Lyman’s Miss Bo, with 
Charles, Jr. up, and Mrs. R. Dulany Ran- 
dolph’s owner-ridden Miss Whirl were 
tied for the reserve award. The Lymans 
had left the grounds before the show was 
concluded though, so the ribbon went to 
Mrs. Randolph. 

Fox Valley Farms won all four green 
classes with its new chestnut, Count 
Four, ridden by March Lockhart. A tie 
for reserve between Milton Kulp, Jr.’s 
Fire Thorn (making his first appearance 
over jumps) and Fox Valley’s Regency 
Rake with Pat Lockhart up was broken 
by hacking, with the award going to the 
latter. 

Billy Turner and his lovely moving 
Carolina Hills continued their winning 
form to capture the Valley Forge Chil- 
dren’s Hunter Challenge Trophy in addi- 
tion to several noteworthy ribbons in 
the open classes. 


CORRESPONDENT 
Fencepost 
PLACE: Valley Forge, Pa. 
TIME: April 15 
JUDGES: Mr. & Mrs. William Stirling, Mrs. 
Henry Stringer. 

HUNTER CH: Aer Lingus, Valley Forge Farm, 
RES: Miss Whirl, Mrs. R. Dulany Randolph. 
GREEN HUNTER CH: Count Four, Fox Valley 

Farms. 
RES: Regency Rake, Fox Valley Farms. 


SUMMARIES 

Children’s hack, under 11 yrs.—1. Lark, Wendy 
Ilavens; 2. Sea Star, Susy Butt; 3. Blue Jeans, 
Bobbie Grace; 4. Entry. 

Children’s hack, over 11 yrs.—l. June Bride, 
3etty Lockhart; 2. Gipsy Queen, Mrs. Herman 
Wetzel; 3. Our surprise, Joan Kent; 4. Sweet 
Timothy, Debbie Buchanan. 

Novice hunters—1. Count Four, Fox Valley 
Farms; 2. Deby’s Lady, Betty Jane Baldwin; 3. 
June Bug, Leslie Lockhart; 4. Regency Rake, 
Fox Valley Farms, 

Valley Forge challenge trophy for children’s 
hunters—1l. Carolina Hills, William Turner; 2. 
Blue Jeans; 3. Nutmeg, Lynne Tindle; 4. Gold 
Garter, Barbara Smith. 


Continued On Page 15 
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Hunters and Jumpers 
Bought—Sold—Boarded & Trained 
Keep your hunters and jumpers in top 
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Florida Sunshine Circuit. 
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SEASIDE STABLES 

Box 137 
Woody DuBois, Mgr. 
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SAXON WOODS FARM 
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Mrs. Robt. A. Schmid Mr. Gordon Wright 
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WESTMORELAND FARMS 
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Thoroughbred Stallion STIMULIST 
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Bay State Beagle 
Pack Trials 


The three most notable things about 
the 1956 Bay State Pack Trials (April 7 
and 8 at Taunton, Mass.) were the wea- 
ther, the food, and the performance of 
the Waldingfield pack. The first was re- 


volting. There was a cold, strong north- 
east wind both days, interspersed by 


rain and sleet on Saturday, and by snow, 
rain, freezing rain, and sleet on Sunday. 
Scent was extremely poor both mornings 
but improved toward the end of each 
day. 

The second was exalting. Whenever 
we came in from the field, cold, wet, 
and hungry, there was a big plate of 
turkey dinner or meat loaf or dough- 
nuts and coffee at our command. And 
thanks to the kindness of the McBurnies, 
the coffee was kept hot from early until 
late, typical of the grand hospitality we 
run into every time we go to Bay State. 
I would also like to add that Dave Mc- 
Carthy, Secty of the club, had the 
thoughtfulness to sleep in the clubhouse 
on the grounds both nights we were 


feet, who defeated the attractive San- 
danona Lovely and the nicely cut out 
Treweryn Model in that order. The 15” 
class went to Morgan Wing’s sweet San- 
danona Melody, second to the puppy 
Nantucket Barmaid, ahead of another 
nice puppy, Old Chatham Bashful. The 
Eugene Fischer Memorial Bowl for the 
best all around two-couple pack, 50% 
field work, 50% bench appearance, went 
to the Sandanona 15” two couple, of which 
Melody was a member, with 175 points. 
Old Chatham was only two points behind 
with a score of 173. 

The trial was, as always, well run as 
well as well-judged by Jack Eyre of 
Bernardsville, N. J., and William Molloy 
of Leminster, Mass., who only got lost 
once and that was when Becky Sharp’s 
Nantucket pack pushed a rabbit deep 
into the north woods and then gave them 
the slip before they had decided which 
was the way home! 

One of the warmer moments was the 
gay gathering at the Taunton Inn on Sat- 
urday night when Col. Mansfield, at his 
very best, regaled us with verses applied 
to every pack present. It was at this 
gathering also that Jo Child was nick- 





(Reynolds Photw) 


The Waldingfield winning 13” pack at the Bay State Beagle Pack Trials, Taun- 
ton, Mass. show with John Grew, Whip; Mrs. John Grew, Master and Huntsman; 
and John Grew, Jr., Whip. 


there just to make sure the hounds were 
all right a generous gesture indeed! 

The third was magnificent. Under very 
difficult conditions on the first morning, 
the Waldingfield 13” two couple pack 
had a grand driving hunt with Jill, Bal- 
lerina, Alouette, and Nugget, ably hunted 
by Sister Grew, when packs just before 
and just after couldn't do a thing, to win 
the class and later the Sir Sister Cup 
for the highest scored pack at the trials. 

As if this weren’t enough, the Walding- 
field also won the four couple class on 
Sun. afternoon with a smashing hunt 
late in the afternoon. 

The 15” 2 couple went to the Wings’ 
Sandanona pack of Vernon Somerset 
Barberry and Beverly, Melody, and Jo- 
hanna. This hunt, though not sensational 
in speed was as nice a hunt as you could 
see under catchy scenting conditions. 
When the pack was picked up running, 
you had the feeling that they could keep 
this rabbit moving just as long as you 
asked them to 

There were three bench classes in the 
big clubhouse on Sunday afternoon, ably 
judged by Miss Jeanne A. Millet of South 
Easton, Mass. The best 13” hound was 
Buckram Beauty, a dark colored bitch 
of lovely proportions and good bone and 


named “Super Master” being the senior 
member of the only Triple-Mastered 
pack in the country! 

Though our gear got damp, our spirits 
did not and we sloshed off through the 
snow on Sunday night more than ever 
determined to make Taunton our port 
call in April of next year 

— ee H. Conolly 





British Hunts Welcome 
American Soldier 


M/Sgt. Robert A. Swann 

I arrived in England in June, 1954 and 
promptly had a day (in my blue uniform) 
with the Eastern Counties Otterhounds. 
I knew nothing whatever about hounds 
or hunting at the time, but had a “jolly 
good day” watching others! 

I had come out of curiosity, and also 
to contact people associated with the 
lecal hunt. Mr. M. O. Springfield, MFH, 
was out and I soon had the names and 
addresses of several hunting stables as 
well as those of the Hon. Secretaries. 

I subscribed to the Eastern Harriers, 
and had eleven days with them during 
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the 1954-55 season—all on horses sun- 
plied by Miss Barbara Buller, of Grund- 
esburgh, Suffolk. Every one of these 
hirelings proved to be the best of hunt- 
ers—with the exception of a Cob which 
had the the distressing habit of slowing 
to a slow amble when crossing plowed 
land! 

Miss Buller also had a horse for me 
when I had a day with the Essex and 
Suffolk Foxhounds. This was my first 
day’s foxhunting anywhere. 

The Norwich Staghounds had a day 
in the Easton Harrier Country in March, 
1955. This, again was another first for 
me, but I had the misfortune to stab my 
hunter in the new-cut hedge and lost out 
on most of the run. Miss Buller took 
“Emma,” my disabled hunter and sent 
me off on the Cob (of distressing habit). 

The U.S.A.F. transferred me from Suf- 
folk to Huntingdonshire in July, 1955. I 
have already visited the kennels of 26 
packs of Foxhounds. 

I am now hunting with the Fitzwilliam 
(Milton) Hunt. There being no hunters 
for hire in any reasonable distance I was 
fortunate enough to find a nine-year-old 
Thoroughbred mare, “Art Folio” (f. ’46) 
at the estate of Col. J. F. Harrison (the 
famous polo star of bygone years). This 
mare had been used by the Hertford- 
shire huntsman for two seasons—and 
proved good enough in my hands so as 
to carry me “well up.” The Earl Fitz- 
william presented me with the hunt col- 
lar (buttons go with it) on Washington’s 
Birthday, 1956. 

Scent proved rather poor with these 
hcunds until mid-January when we had 
a marvellous day. We met in bright 
sunshine at Gidding Grove, a farm near 
Great Gidding, Hants. The farm covert 
was drawn blank but terriers bolted a 
fox from a nearby drain. I lost my top- 
per, first jump out, and the pace being 
so good, went on bareheaded. We had 
a bit of plow—and then grass, with Al- 
conbury Brook, post and rails, hedges, 
and ditches thrown in! We met wire near 
Great Gidding. I managed to select the 
better line, then and got a bit ahead of 
the huntsman. But not for long! 


We had a slight check at Polebrook 
Airdrome, where our fox had gone to 
ground in a drain. The fox bolted from 
the drain in the midst of hounds, burst 
through them (one could hear the click 
of the hounds’ teeth as they tried for 
him—and missed). This little bundle 
of iron nerves then bored his wav 
through the assembled horses of the 
field, under a car, across a road and 
hedge, and then through cattle. We were 
just a bit behind by the time hounds 
had this all untangled! 

We then had another fast twenty min- 
utes around an arc to the other end of 
Polebrook Airdrome. I had a fall when 
my mare slipped and fell when turning 
sharply (got all muddy), and cast a shoe 
somewhere. 

It rained all the way home, my mare 
fetched up lame, I had lost my hat and 


* was mud and wet—head to foot! But we 


had had seven miles on grass with little 
wire, splendid jumps, a three mile point, 
and the most rapid pace of the season. 
This was a good day. 

I personally had not hunted prior to 
my arrival in England. I had, however, 
learned to jump while stationed at Ros- 
well, New Mexico, in 1953-54. I am a 
member of the Pecos Valley Horsemen”’ 
and also a member of the “Chaves County 
Sheriff’s Posse.” 
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The Sandanona beagle pack of Millbrook, N. Y. scored the most points at the 

First International Pack Beagle Show held in conjunction with the Canadian 

National Sportsmen’s Dog Show, at the Coliseum in Toronto. Brigadier F. C. 
G. Page, D. S. C., O. B. E. presents the trophy. 


Valley Forge 
Continued From Page 15 


Open working hunter—1. Aer Lingus, Valley 
Forge Farm; 2. Frank Thomas, Mrs. R. Dulany 
Randolph; 3. Trail Blazer, Peter Kane; 4. Little 
Bo, Mr. & Mrs. Charles B. Lyman. 

Children’s handy hunters—1l. June Bride; 2. 
Blue Jeans; 3. Our Surprise; 4. Applesauce. Toby 
Atterbury. 

2nd John Strawbridge, Jr. memorial challenge 
trophy for handy working hunters—1. Little Bo; 
2. Miss Whirl; 3. Carolina Hills; 4. Stonecrusher, 
Mr. & Mrs. Jos Ferguson. 

Green working hunters—1l. Count Four: 2. 
Clockwise, Linden Farm; 3, Fire Thorn, Milton 
Kuip, Jr.; 4. Carolina Hills. 

Green hunter hack—1. Count Four; 2. Our 
Commander, Mr. & Mrs. Jos. Ferguson; 3. Par- 
ady, Charles S. Cheston; 4. Entry, Jack DeVin- 
ney. 

Paoli troop challenge trophy for green hunters 
--1. Count Four; 2. Regency Rake; 2. Fire Thorn; 
4. Flame Out, Mrs. Ernest Scott. 

Corinthian working hunters—1. Aer Lingus; 2. 
Miss Whirl; 3. Grey Flag, Mrs. E. N. Nuchols; 
4. Jayber, Betty Jane Baldwin. 

Hunter hack—1. Frank Thomas; 2. Aer Lingus; 
3. Our Commander; 4. June Bride. 
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Potomac 


Youth was served with a couple of 
silver platters at the Potomac Hunt's 
hunter trials, as two young horses split 
up the important trophies against a field 
of veteran hunters. 

Outstanding was Mr. and Mrs. Ray H. 
Norton, Jr.’s gray mare, Aetna, just turn- 
ed 5 years old, which won the Joseph 
J. Cotter memorial trophy (an open 
hunters event) and was one of the win- 
ning hunt team to earn enough points 
for the Gracias Championship trophy. 
Mrs. Norton, whose husband gave her 
the mare as a birthday present a year 
ago, rode her throughout the day. 

The other youthful winner was Play 
Reel, June Martyn’s homebred brown, 
which scored a surprise victory in the 
Elinor Wheeler Exnicios challenge class, 
limited to Potomac members. Miss Mar- 
tyn, an owner-rider, could take special 
pleasure in Play Reel’s blue ribbon, for 
he is a son of her beloved old show ring 
campaigner, Blond Reel. 

An oldtimer in Potomac hunting fields, 
the 14-year-old Shady Lady, owned by 
Mr. and Mrs. Samuel E. Bogley, played 
the role of bridemaid most of the after- 
noon as she won two seconds and two 
thirds but failed to win a class. Even 
without a blue, however, she had enough 
points for the reserve championship. 


From Our Yards in Toledo 
or West Virginia 





A standard clause in these hunter 
trials’ rules for the past decade has been 
a 5 per cent bonus for appointments, but 
never before were they given much con- 
sideration. Samuel H. Pancoast (who only 
manages to hunt about six days a week 
in his native Pennsylvania) and George 
McKenna, the judges, went about their 
business thoroughly and left no doubts 
in exhibitors’ minds about the necessity 
for proper equipment. At least one own- 
er-rider, put back consistently all day 
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because he had a snapped-in bridle, was 
busy ordering sewn-in tack before night- 
fall. 

In addition to Aetna, the only other 
doubie-winner was “Snowy” Hill’s Psy- 
chic Breeze, which took the junior class 
(not counting toward the championship) 
and the ladies’ hunters in quick succes- 
sion. f 

The junior class had a special high- 
light for spectators when Peggy Dowd, 
11 years old, riding her 11.3-hand pony, 
Lucky Star, negotiated the entire course 
faultlessly. Peggy, who. had seldom 
missed a hunt all season, unfortunately 
tumbled off — either from fatigue after 
the long mile of galloping or perhaps 
sheer relief — after the last fence. Peg- 
gy was only slightly more disappointed 
than hundreds of her ardent supporters 
on the hillside. _ 

The hunter trials course, in recent 
years just an easy gallop, had been ex- 
tended considerably for this renewal be- 
cause hunting folk had protested that 
the earlier route was “too short.” Now 
the same voices could be heard, through 
chattering teeth, complaining: “Too far!” 
But the concensus of opinion was that 
nobody would have been happy, riding 
any distance, on this wicked, windy day. 

CORRESPONDENT 
Christmas 

PLACE: Potomac, Md. 
TIME: March 24. 
JUDGES: S. H. Pancoast and George McKenna. 
CHAMPION: Aetna, Mr. and Mrs. Ray H. Norton, 

r. 
RES: Shady Lady. Mr. and Mrs. Samuel E. Bog- 

ley. 

SUMMARIES 

Junior plate—1l. Psychic Breeze, Frances S. 
Hill; 2. Candy, Judy Tipton; 3. Blondie, Ellie 
McConihe; 4, Flying Heels, Marilyn Smith. 

Ladies’ hunters—1l. Psychic Breeze; 2. Play 
feel, June Martyn; 3. Aetna, Mr. and Mrs. Ray 
H. Norton, Jr.; 4. Blondie. 








Continued On Page 16 


see TET perrenenensrem ccenencge reagan ran 






























English Type 





FENCE 


i — 


| ‘ Pees ie 








RAIL and HURDLE 


a Large Stocks... 
~*~ Prompt Shipments... 







= ‘a 


} 


= 






, | Hand Split Chestnut Rails. 

| Peeled Chestnut, White Cedar 

* or Locust Posts Our 3 rail 
nstallatioen= 

. FOR LONG LIFE—Entire Fence — Estate of Paul 

Lh (both posts and rails) treated with Randolph. 

yl nationally known— Clearwater, Fis. 

ie, PENTA PRESERVATIVE 


WRITE FOR CATALOG AND PRICES 


OOD PRODUCTS CO., Toledo, Ohio 











16 


Potomac 
Continued From Page 13 


bowl—1. Aetna; 2. Shady 
Samuel E. Bogley; 3. Play 
Christmas’ Little Slam. 

Montgomery County plate (for  pairs)—1. 
‘Umphrey,. Mr. and Mrs. Ray H. Norton, Jr., 
and Country Wise, Mr. and Mrs. Robert Beer; 2. 
Shady Lady and Sylvia Ann Bogley’s Little Joe; 
3 Hi Li and Bon Bon, Mr. and Mrs. Fred J. 
Hughes, J: No Foolin, Ann Kauffmann, and 
Blondie 

Elinor Wheeler Exnicios trophy—1l. Play Reel; 
Sky’s Shadow, Claude W. Owen; 3. Shady Lady; 
4. Aetna 

Potomac Plate (for hunt teams of 3)—1. Hi Li, 
Bon Bon and Aetna; 2. Sky’s Shadow, Mr. and 
Mrs. Robert Beer’s Sandy Maid and Country 
Wise; 3. Shady Lady, Little Joe and Julep, Mrs. 
Newbold Noles; 4. Little Slam, No Fooling and 
Ad Lib, Thomas Dowd 


qeenestateen ) cnemcecnen 


Smithtown 


Joseph J. Cotter 
Lady, Mr. and Mrs 
Reel; 4. Mrs. Frank D 


After a two week postponement due to 
a record and unseasonable snow storm, 
the Smithtown Hunt hunter trials had a 
near perfect day. 

There were sO many juniors compet- 
ing in their own and in the open classes 
that it almost seemed like a junior affair, 
certainly a happy indication as to the 
future of the hunt. Tops in the first 
children’s class was the Thomas School’s 
Sir William, who has been performing 
for various owners for many years, in 
the same dependable way as he did this 
time for rider Ralph Johnson. His stable- 
mate, Esquire, ridden by George Luke- 
mire, paired with Shadrack, Chester 
Dentan up, for a near faultless round in 
winning over seven other pairs. Nancy 
Rice’s owner-ridden Prince Regent added 
another junior hack blue to his collection 
while Susan Schier rode her Sea Breeze 
to win as good a class as there had been 
all day, the handy. While the above nam- 
ed seemed to be “hogging” all the glory, 
another horse was performing most con- 
sistently to place either second or third 
in all his classes. He was Veirman Farms 
chunky made and appropriately named, 
Otto Brockaway, ridden by Diana Dow- 
ard. While lacking the dash of some of 
the more brilliant performers, he was 
the perfect picture of what any parent 
would like to see their child hunting. 
When the points were complted Otto 
Brockaway was found to be champion a- 
head of Sir William. 

As with the children, the blue ribbons 
were widely distributed in the open 
hunter division, although three owners 
with their various horses predominated. 
They were Harry DeLeyer of the Knox 
School, Ward Melville and Mr. and Mrs. 
Thomas Geoly. Harry DeLeyer had two 
of his horses, both brilliant, bold jump- 
ers Dan River and a new one Never 
Mind, well up in contention in every 
class. In some classes he rode himself 
and in others (ladies, amateur, students) 
Jackie Bittner was up on Dan River and 
Sandy Senne on Never Mind. Huntsman 
Gustave Mollet and Mrs. Roger Reynolds 
had the Melville horses turning in some 
of their best performances in a good 
while. Riding Pagliacei, which he had 
hunted all season, Mr. Mollet placed in 
all classes, winning several, except the 
handy in which he took the wrong course. 
Mrs. Reynolds rode in the lady’s and also 
rode Jasack to win the lightweight. The 
Geolys’ converted jumper Lady Eaves, 
with son Guy in the saddle, showed a 
big improvement over last year and ac- 
counted for the handy and the walking 
race. 

Taking the wrong course, in which his 
chances of placing were very good, just 
about cost Pagliacci the championship, 
because he lost it by just one point to 
Dan River. 


HUNTING 
CORRESPONDENT 
Tanbark 
PLACE: Smithtown, N. Y. 
TIME: April 8 


JUDGE: William Morgan 

JUNIOR CH: Otto Brockaway, Veirman Farm. 
RES: Sir William, Thomas School. 

REGULAR CH: Dan River, Harry DeLeyer. 
RES: Pagliacci, Ward Melville. 


SUMMARIES 

Novice hunters—l. Midnight, Thomas School; 
2. Jasack, Ward Melville; 3. Crafty Queen, Pat 
Rothman; 4. Scotch Thorn, Ward Melville. 

Junior hunter—1. Sir William, Thomas School; 
2. Otto Brockaway, Veirman Farm; 3. Silver Fox, 
David Fredericks; 4. Whiskey, Denise Dentan. 
a Lightweight hunter—1. Jasack: 2. Peppermint, 
Thomas School; 3. Confidence, St. James School; 
4. Midnight. 

Green hunter—1, Uncertain, Mrs. Perry Davis; 
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2. Otto Brockaway; 3. M. P., Patrick Scafuri; 4. 
Shadrack, Chester Dentan. 

Junior pairs—l. Shadrack, Esquire, Thomas 
School; 2. Just One Time, Sandy Senne, Never 
Mind, Harry DeLeyer; 3. Lady Luck, Sir William; 
4. Whiskey, Sea Breeze, Susan Schier. 

Middle & heavyweight hunter—1l. Pagliacci, 
Ward Melville; 2. Lady Eaves, Mr. & Mrs Thomas 
Geoly; 3. Scotch Thorn; 4. Duchess, Pat Haass. 

Smithtown Hunt class—1l. Dan River, Harry 
DeLeyer; 2. Lyne Star, Harry DeLeyer; 3. Red 
Fox, Dick Fredericks; 4. Old Knockabout, Brenda 


Cryan. 

Walking race, sen. div.—l. Lady Eaves; 2. 
Pagliacci; 3. Prince Regent, Nancy Rice; 4, 
M. P. 


Walking race, jr. div.—1. Columbus, Mrs. John 
Burns; 2. Shortcake, Celia Rumsey; 3. Jubilee, 
St. James School; 4, Confidence. 

Junior hunter hack—1. Prince Regent; 2. Otto 


Continued on Page 17 
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Brockaway; 3. Silver Fox; 4. Lady Gray, Harry 
DeLeyer. 

Hunter Sweepstakes—1. Never Mind; 2. Dan 
River; 3. Pagliacci; 4. Lady Eaves. 

Hunter pairs—1. Nursemaid, James Stewart, 
Confidence; 2. Never Mind, Dan River; 3. Pag- 
liacci, Gray Flight; 4. Whiskey, Flame, Joan 
Andres. 

Handy hunter—1. Lady Eaves; 2. Dan River; 3. 
uncertain; 4. Never Mind. 

Hunter teams—1l. Dan River, Never Mind, 
Coat of Arms; 2. Smokey, St. James School, 
Jubilee, Robin Hood, Mrs. John Burns; 3. Lady 
Gray, Silver Fox, Belle Amie; 4. Flame, Confi- 
dence, Whiskey. 

Junior handy hunter—1. Sea Breeze; 2. Nurse- 
maid; 3. Otto Brockaway; 4. Lady Gray. 

Lady’s hunter—1l. Dan River; 2. Pagliacci; 3. 
Kree-Kree, Mrs. John Burns; 4. Jasack. 

Hunter hack—1l. Pagliacci; 2. Dan River; 3. 
Prince Regent; 4. Never Mind. 

0 





ROSE TREE FOX 
HUNTING CLUB 
Media, 

Pennsylvania. 
Established 1859. 
Recognized 1904. 





Closing Day — March 31, 1956 

On this last day of the fox-hunting 
year, the Rose Tree Fox Hunting Club 
had, despite a snowy March, a great hunt. 
The Members of the Field included Mr. 
William Elliott, M. F. H. and Field Mas- 
ter for the day; Mr. John H. Richards, 
Jr., M. F. H.; Mrs. James Cochrane; Miss 
Monica Reynolds; Miss Janet Frantz; 
Mr. Harry Hanford, and Mr. William 
Smith. Of course, Millard Heller, Hunts- 
man, and Erbe Tipton, Whipper-In, made 
up the Hunt Staff. 

Hounds met at Mrs. Lynn’s, and they 
were hunted toward Sycamore Mills. In 
the Arboretum near the Watering 
Trough, Mr. John H. Richards, Jr., M. F. 
H., viewed a large red fox. Huntsman 
Heller and Whipper-In Tipton picked up 
Hounds and then proceeded to the area 
where Reynard was last seen. In the 
matter of seconds, Hounds had found 
scent and were off at a goodly clip 
through the Arboretum and over the hill 
behind Mr. Well’s. “Charles Henry” then 
pursued a course parallel to Ridley 
Creek, cutting through Ben Eache’s Mea- 
dow, and running the Creek Path straight 
toward Tin Garages. Our Pilot next cross- 
ed Gradyville Road and headed directly 
for Hunting Hill. Crossing Hunting Hill 
and dropping down toward Ridley, smart 
Reynard crossed the Creek on a fallen 
tree, and proceeded into Mr. Dan Bar- 
row’s. Our good-running Red then disap- 
peared into the cover behind the Rawle 
Farm across the Valley, and next went 
into the Pines behind Merrill’s. “Charles 
Henry” crossed the Merrill’s Lane and 
Rawle’s Lane, and dashed into the Pines 
along Providence Road. After a good 
forty-five minute run, he was marked to 
ground in Mauran’s Woods when a sud- 
den flurry of snow reduced our ceiling 
to zero. However, this Pilot provided a 
perfect ending to our fox hunting Season. 

— ROTH 





FPIDLESPUR HUNT 
Clayton, 


si. Louis County, 
Missouri 
Estyblished 1927 
Recognized 1929 





Nov. 17, 2:00 p. m. — The huntsman 
hacked the hounds east on Clayton Road 
and cast them into the woods on the 
north, drawing the covert to the north 
and going east where the hounds picked 
up a brace. This was the start of one of 
the fastest runs we have had in a long 
long time. The hounds ran north to Fun- 
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sten’s and then turned east along Fish- 
er’s fence line, cutting northeast through 
Muckerman’s woods and pasture. From 
here they turned north along the creek, 
going through the wooded area and then 
into Funsten’s woods. Here they turned 
north again, heading across the open 
field, where the field viewed one fox 
running just west of the old Farm House 
on Funsten’s property. In the woods 
north of the house the hounds checked 
for a minute, then picked up the line 
again, running north and west through 
Pete Wille’s pasture. Here they turned 
sharply south along the fence line. 
hounds screaming on the line. They ran 
just east of the big barn in the field, 
with the fox heading back south to the 
bluffs on the Muckerman property, where 
he went to earth. It was an excellent 
run of about 30 minutes with hounds 
running well together. 

In Sheerbaums’ the hounds picked up 
a fox and ran east; then turning south 
they ran up the Ravine just east of Wal- 
laces where the fox turned again and 
went northeast along the bluff past the 
crossing where we have the Sycamore 
jump, running along the creek bottom 
into the area pasture and into Boehle 
Brothers when they lost. We then work- 
ed east to Weldon Springs area where 
hounds picked up a fox; this was the 
start of one of the best runs we’ve had 
this season. The hounds ran this fox 
very well, staying with him through 
every maneuver. He tried everything 
from crossing the area roads to doubling 
back on his line and running through the 
field until he finally did get away. The 
field viewed him several times. This en- 
tire run of almost two hours took place 
in the August A. Busch Wildlife Area 
and the Magazine areas as well. 

December 18 — Hounds picked up a 
cold line along the creek in the wildlife 
area and when they opened up we re- 
alized they were on a brace. We fol- 
lewed the lead hounds and they gave 
us one of the better runs of the season. 
with almost 3 hours of steady going 
For a while we thought it was a deer 
that might have crossed the line as sev- 
eral of us had seen a deer earlier. But 
hounds stayed with their fox, the deer 
running ahead of the pack, about two 
hundred yards to the right. We had : 


very rough time of it trying to keep up 
and 


with hounds because of ditches 
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creeks that were frozen over. Hounds 
finally lost as there were some Beagle 
hunters out who fouled up the line. 


December 22 — In the Barnes’ proper- 
ty, Charles Riley tallyhoed as he viewed 
the fox breaking covert and heading 
north along the fence line. As it was 
very dry hounds could not work the line 
too well and some of the young entry 
overran it. However, after some difficul- 
ty, we were able to get them back on 
the line. They worked the line north 
and east into Gruenewalds, where Riley 
viewed him again, crossing the new sced- 
ed field and heading for Imboden’s 
woods. The huntsman sent Riley on 
ahead with Mr. Clarkson and they viewed 
the fox crossing Barnes pasture and go- 
ing west across the creek and heading 
for Kehrs Mill Rd. However, he turned 
before he got there and swung north 
where they viewed him going east along 
the creek. Not two minutes later another 
{ex came along the same route and ran 
right between Imboden’s cattle where 
hounds checked. 


They were put on the line, ran east 
and south, and finally checked in An- 
dreas bottom along Gruenewald’s fence 
line. It was a very good run considering 
the dry condition of the ground. 


December 26 — Hounds started a fox 
in Welkers and ran a very hot line to 
Diehr Road. They went north here 
into country that is not opened to us as 
yet and after some time we were able 
to collect them. We then went east 
irto the August A. Busch Wildlife Area, 
where we were able to start a second fox 
in the creek bottom, who gave us an 
excellent run, going all the way to the 
easternmost part of this country. After 
a run of well over an hour, this fox was 
put to earth and we started home. How- 
ever, enroute, near the Blue Top Club 
house hounds found again, giving us a 
third run of fifteen minutes. 

January 1 — In the Dardeine creek 
bottom below Wallaces’, hounds found 
and gave us a wonderful run of well 
over an hour. They went north and east 
through Sheerbaum’s farm, past Nip 
Post’s and into Boehle Brothers, running 
southeast past the old cemetery and 
from here into the Wildlife area, finally 
putting him to earth in the bluffs near 
the creek. 





Dr. Joseph M. Rogers, Honorary Whip of the Loudoun Hunt, presents the 





trophy to Miss Jennifer Skelton on Mrs. Joan Mackay-Smith’s Farnley 

Banner after winning the Novice Trial. Miss Skelton, who went on to 

win the Championship on Farnley Banner is the daughter of a Vice Air 
Marshal in the British Roval Air Force. 
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WESTCHESTER COUNTRY CLUB, RYE, N. Y. HOI 


sssssss$10,000 in E 


GUARANTEED A 
$5,000 OPEN JUMPER STAKE | 


(Guaranteed) 






































to be divided 


Ist 2nd 3rd Ath Sth 6th 
$2,200 $1,100 $700 $500 $300 $200 


1. Individual horses to be nominated, not entries. 
Closing date for entries to be nominated June 1, 1956 
at which time $10 must be paid; 2nd payment of $20 

TO NOMINATE July 1st; 3rd payment of $30 August 15th; 4th pay- 
BOTH EVENTS ment of $100 Sept. 21st, 1956. ; 

' 3. If initial payment of $10 due June ist is not made, a 
horse may be nominated on or before July Ist by a 

$10.00 DUE JUNE 1, 1956. payment of $50. Post entries for these classes will be 

; accepted at $480 per Entry. 

4. All fees must be paid on or before dates specified or 


$20.00 DUE JULY 1, 1956. nominations will be cancelled without refund. 
5. A horse may change ownership 7 nee its eligibil- . 
Q« ity under new owner provided the Westchester Coun- 
$30.00 DUE AUGUST 15, 1956. try Club Horse Show Committee is so advised and the 
new owner keeps up all payments when due. 
$100.00 DUE at Closing of entries Sept. 6. The Westchester Country Club Horse Show Committee 
reserves the right to reject any nomination and to 
21, 1956. return any fees without being liable for compensation. 


7. These Stakes will be judged in accordance with cur- 
rent A.H.S.A. Rules by recognized A.H.S.A. judges. 


The undersigned desires to nominate the following horse for the $5000 OPEN JUMPER STAKE to be held at 
Westchester Country Club Horse Show September 28, 29, 30, 1956. 















































NAME OF HORSE . ow COLOR SEX HEIGHT AGE 
t 
I hereby enclose check for $.._______- in : 1 
payment of nomination fees. pa) 
This application is signed and nomination NAME --------------------------------------------------------------------- 1 
made with full understanding of all condi- »ma 
; tio 


tions of this stake and | hereby certify that 
every horse and/or rider or driver is eligible : 
as entered. | make these entries at my own Exhibitors Stable Name if register with A.H.S.A, _...........-._ as | 
risk and subject to the rules of this show 
and of the A.H.S.A. and | agree to for my- 
self and for my representatives to be bound 
hereby. a eS ee Te eT . » her 
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: HORSE SHOW -- SEPTEMBER 28, 29, 30, 1956 


Extra Stakes: : ; ; 


‘D AS FOLLOWS 
| $5,000 WORKING HUNTER STAKE 


(Guaranteed) 





$$$ 

















to be divided 


Ist 2nd 3rd 4th 5th 6th 
$2,200 $1,100 $700 $500 $300 $200 


8. There will be no refunds of any amount made for any 
ee , ' OTHER HUNTER and JUMPER STAKES 
9. All horses nominated must be accurately described on 
the entry blank giving sex, color, height, age and T.B. 








or A.H.S.A. registration member if any. Conformation Hunters—$750 Stake 
10. All horses eligible for these stakes must be entered ‘ 
and shown in two other classes in its division. Working Hunter—$750 Stake 
fon Events will be held Saturday afternoon, Sept. GreenGenbermation Mustes $500 Stake 
11. Points won in these classes will not count toward Green Working Hunters—$500 Stake 
show championship. 
. Open Jumpers—$750 Stake 
For further information either write Ben 
Duffy, Horse Show Committee, Westchester Green Jumpers—$300 Stake 
Country Club, Rye, N. Y. or Telephone Mr. 
Albert M. Low, Show Manager, White Plains : : 
9-1300 between 11 a.m. and 12 noon or 3 p.m. Sand Cor Pete Le 
and 5 p.m. weekdays or Mr. JoJo Del Guercio, Mr. Albert M. Low, Horse Show Manager, 
GReenwich 8-3268. Westchester Country Club, Rye, N. Y. 











The undersigned desires to nominate the following horse for the $5000 WORKING HUNTER STAKE to be 
held at Westchester Country Club Horse Show September 28, 29, 30, 1956. 









































ta 
NAME OF HORSE So COLOR SEX HEIGHT AGE 
1 
I hereby enclose check for $_--------- in 
payment of nomination fees. 
= This application is signed and nomination NAME --------------------------------------------------------------------- 


,made with full understanding of all condi- 
tions of this stake and | hereby certify that 
every horse and/or rider or driver is eligible atic , 
_- as entered. | make these entries at my own Exhibitors Stable Name if register with A.H.S.A, --..------------------------ 
risk and subject to the rules of this show 
and of the A.H.S.A. and | agree to for my- 
self and for my representatives to be bound 
ane » hereby. EL Te a ee a ee eT oe 
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Burtonsville 


Mr. and Mrs. Grover Stephens made a 
clean sweep of the green hunter divi- 
sions at this show, with Grover riding 
their Ace of Diamonds to the green con- 
formation hunter title, and Pickens rid- 
ing their Velvet Touch to the green work- 
ing hunter award. 

Miss Laura Lee Shreve home from col- 
lege from Shepherd, West Virginia, guid- 
ed her Cheesecake to make almost a 
clean sweep of the working hunter divi- 
sion winning three out of the four 
classes. 

Juniors held the spotlight on Saturday, 
with things going along as usual. Mr. 
and Mrs. Carroll Herbert’s Edgewood, 
with Janie Richmond handling the sad- 
dle assignment topped the junior divi- 
sion for the grand championship. 

The Gittings Horsemanship award, one 
of the most sought after wins in any 
Maryland show, was won by Miss Nancy 
Lee Cobourn who rode her smooth going 


Bandit. 





CORRESPONDENT 
Bruce Fales, Jr. 


PLACE: Burtonsville, Md 


ME: April 21 & 22 
JUDGES. Mrs. James Duffy, Thomas Trodden 


Jr.. Harry DeMawby, Jr., Rigan McKinney, 
James Blackwell, James Wiley : 
MEDIUM PONY CH: Smokey Joe, Billy Boyce 3rd 

RES: Nutcracker, Jimmy Zimmerman. 
LARGE PONY CH: Northlite, Martha Sterbak. 
RES: Pinocchio, Richard Zimmerman. 
JUNIOR CH: Edgewood, Mr. and Mrs. 
Herbert 
RES: Lady of Peon, Richard Zimmerman. 
WORKING HUNTER CH: Cheesecake, Laura Lee 
Shreve 
RES: Time Enough, Mr 
land 
JUMPER CH: Bell Hop, Chuck Ackerman. 
RES: Tania, Bobbie Gardner 
GREEN WORKING HUNTER CH: Velvet Touch, 
Mr. and Mrs. Grover Stephens 
RES: Marina, Willow Creek Farm 
SMALL HUNTER CH: Bon Bon, Mr 
Fred J. Hughes, Jr 
RES: Son Imp, Mr. and Mrs. Herbert Lytle 
GREEN CONFORMATION HUNTER CH: Ace of 
Grover Stephens 


Carroll 


and Mrs. William How- 


and Mrs 


Diamonds, Mr. and Mrs 


RES: Evening Shadow, Mr. and Mrs. William 
Howland 
SUMMARIES 

Medium pony hack—1. Sky Rocket, Patsy Gor- 
rell; 2. Smokey Joe, Billy Boyce II; 3. Thane 
of Wales, Nancy Gorrell; 4. Pretty Penny, Par- 
nell Gore 

Large pony hack—l. Bonnie B, Dale Moran; 
2. Northlite. Martha Sterbak Honey Bee, Mrs. 
W. Graham Boyce: 4. Pinocchio, Richard Zim- 
merman 

Junior hack—1l. Bandit, Nancy Lee Cobourn 
2. Steppin Out, Carol Young; 3. Northlite; 4 
Afmaar Al Marah Farm 

Medium working hunter 1. Smokey Joe: 2 
Nutcracker Jimmy Zimmerman; 3. Chocolate 
Drop, Al Marah Farm; 4. Pretty Penny 

Large working hunter—1. Pinocchio: 2. Hone: 
Bee; 3. Northlite: 4. Star of Arabia, Todd Gore 

Junior working hunters—1. Edgewood, Mr. & 
Mrs. Carroll Herbert; 2. Catch Me, Martha Ster 
bak: 3. Lady of Peon, Richard Zimmerman; 4 
Rusty, Binky Meeks 

Medium pony jumpe 1. Smokey Joe; 2. Prett: 
Penny Nutcracker; 4. Bonnie Lad, Diane De- 


Franceaux 


Large pony jumper 1. Moonbeam, Joan Ship- 
plet: 2. Northlite Firefly Lem Forest; 4 
Forest Folly, Lem Forest 


Junior open jumper—-l. Morning Star; 2. Uady 
of Peon; 3. Northlite; 4. Catch Me. 


Medium pony hunter hack—1. Pretty Penny; 


2. Smokey Joe; 3. Sky Rocket; 4. Thane of 
Wales. 
Large pony hunter hack—1l. Pinocchio; 2. 


Northlite; 3. Sandstorm, Ralph Retler; 4. Moon- 
beam. 

Junior hunter hack—1l. Edgewood; 2. North- 
lite; 3. Lady of Peon; 4. Bandit. 

Gittings horsemanship award—l. Nancy Lee 
Cobourn; 2. Richard Zimmerman; 3. Jimmy Zim- 
merman; 4. Nancy Rothwell. 

Model green hunters—1. Hot Tea. Mr. and 
Mrs. John B. Lee; 2. Jacknife, Claude W. Owen; 
3. Ace of Diamonds, Mr. and Mrs. Grover Ste- 
phens; 4. Princess Jack, Mr. and Mrs. Gardner 
Hallman. 

Green working hunter under saddle—1, Hot 
Tea; 2. Velvet Touch, Mr. & Mrs. Grover Ste- 
phens; 3. Steppin Out; 4. Mighty Atom, Mr. and 
Mrs. Ray Norton, Jr. 

Small working hunter hack—1. Bon Bon, Mr. 
& Mrs. Fred J. Hughes, Jr.; 2. Thumbalina, Bev- 
erly Carr; 3. Catch Up, Nancy Yates; 4. Grey 
Fox, Toddy Dodd. 

Jumper warm-up—1. Hi Li, Mr. and Mrs. Fred 
J. Hughes, Jr.; 2. Valbo, Blanche Johnson; 3. 
Little Ghost, Lynn Mills; 4. Red Cap, Al Car- 
balla. 

Working hunter hack:1. Cheesecake, Laura Lee 
Shreve; 2. Sky’s Light, Claude W. Owen; 3. Bon 
Voyage, Margo Hasbrouck; 4. Time Enough, Mr. 
& Mrs. William Howland. 

Small conformation hunters—1. Son Imp, Mr. 
& Mrs. Herbert Lytle; 2. Thumbalina; 3. Catch 
Me; 4. Bon Bon. 

Green conformation under saddle—1l. Ace of 
Diamonds; 2. Hot Tea; 3. Jacknife; 4. Princess 
Jack. 

Open jumpers—1l. Bell Hop, Chuck Ackerman; 
2. Tania, Bobbie Gardner; 3. Red Knight, Mr. 
and Mrs. Gardner Hallman; 4. Hi Li. 
working hunter hack—1. Dunn Foolin, 
2. Toy Tigress, Bland Green; 
Dailey; 4. High Girl, Whitney 


Green 
Carol Kenchloe; 
3. Warneta, A. S. 
Aitcheson. 

Open working hunter—1. Cheesecake; 2. Time 
Enough; 3. Copperfield, Mr. and Mrs. Hugh Gen- 
try; 4. Edgewood. 

Green conformation hunters—1l. Evening Sha- 
dow; 2. Ace of Diamonds; 3. Princess Jack; 4. 
Marina, Willow Creek Farm. 


Small working hunters—1. Bon Bon; 2. Son 
Imp; 3. Catch Up. 
Green working hunters—1l. Velvet Touch; 2. 


Dunn Foolin; 3. Warneta; 4. Marina. 

Knock-down and out—1l. Tania; 2. Trinity; 3. 
Red Cap; 4. Cloudburst, Gary Gardner. 

Ladies working hunter—1. Cheesecake; 2. Time 
Enough; 3. Edgewood; 4. Copperfield. 

Open green hunters—1l. Ace of Diamonds; 2. 
Evening Shadow, Mr. & Mrs. William Howland; 
3. Hot Tea; 4. Princess Jack. 

Open green working hunters—1. 
Dunn Foolin; 3. Warneta; 4. Hot Tea. 

Open working hunters—l. Copperfield; 2. 


Marina; 2. 


Cheesecake; 3. Edgewood; 4. Time Enough. 
Modified Olympic—1. 

3. Little 

Ghost. 


Cloudburst; 2. Bell Hop; 


Irishman, Chuck Ackerman; 4. Little 





Michigan Horse Show Championship Winners 
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Ca-Laero National 


CORRESPONDENT 
Patricia Morris 


PLACE: Burbank, Cal. 
TIME: April 7-8 
JUDGE: Col. John K. Brown 


SUMMARIES 

Children’s hunters—1. Conversation, Sandy 
Swayne; 2. Toy’s Upset, Al Davis; 3. Silverken, 
Al Davis; 4. Little Jen, H. C. Frankel. 

AHSA medal class, hunting seat—1. Sandy 
Swanye; 2. Nancy Duffey; 3. Ken Nordstrom; 4. 
Jerry Duran; 5. Mary Jane Anderson. 

Children’s jumpers—l. May Lady, Onondarka 
Stables; 2. Oregon Trade, Jock Conners; 3. Niobe, 
Kathleen McAfee; 4. All Clear, John Miller. 


Green jumpers—l. Margie, Artesia Stock 
Farms; 2. Bachelor’s Boy, Eddie Tyler,; 3. 
Raggedy Ann, Mrs. Ann Wood; 4. Title Role, 


Linda Frazer. 


Green hunters—l1. Camptown Lady, Artesia 


Stock Farms; 2. Conversation, Sandy Swayne; 
3. All Mio, Jimmy Williams; 4. Imagine Me, 
Stephen Croddy. 


Handy jumpers—1. Gambler’s Choice, Mrs. 
Odette Price; 2. Baldy, The Squirt Co.; 3. Guess 
Again, H. C, Frankel; 4. Helltapay, Counts Cor- 
ral No. 1. 

Hunter stake—1. All Mio; Conversation; 3. Good 
as Gold, Celia Thorsen; 4. Qpen Road, Kay Tes- 
ter; 5. Toy’s Upset. 

Jumper stake—1l. Scuttlebutt, Jolene Labour; 
2. Cupidon, Rudy Smithers; 3. Gambler’s Choice; 
4. Simple Simon, Ray York; 5. Swizzle Stick, Tab 


Hunter. 
0 


Easter Parade 
CORRESPONDENT 
Marian Humphries 





PLACE: Fresno, Cal 

TIME: April 1. 

JUDGES: Mrs. Dee Bakman, Paul Daniels, Nancy 
Breckenridge, Janice Bryant, Norman Ellis. 

BEST SINGLE ENGLISH ENTRY: Debbie Davis. 

BEST PAIRS ENGLISH ENTRY: Debbie Davis, 
Robin Davis. 





SUMMARIES 

English equitation—1l. Sue Higley; 2. 
Higley; 3. Henry Burton; 4. Patsy Farrar. 

Equitation over jumps—1. Jocelyn Imperatrice; 
2. Henry Burton; 3. Lynn Brown; 4. Brak Davis. 

Open working hunters—1. Hi Jinx, Henry Bur- 
ton; 2. Dun Question, Chain Turnley; 4. Lady, 
Brak Davis; 4. Red, Janie Coyle. 

Open jumpers—1l. Sandy Seven, Judy Pitt; 2. 
Valentine, 


eri 


Duffy, Laurie Jacoby; 3. Red; 4. 
Laurie Driver. 
Open jumpers—1l. Sandy Seven, Judy Pitt; 2. 


Laurie Jacoby; 3. Red; 4. Valentine, 


Driver. 


Continued On Page 22 


Duffy, 
Laurie 
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for 1955. The champions in hunter, 


jumper, and equitation (hunter seat) classes are as follows: Front row (L. to r.): Miss 
Lynn Cartier of Grand Rapids, 3rd from left with her trophy for Hunter Seat 13 yrs. 
to 17; 4th from left Victoria Buchen, Horsemanship over Fences, 13 to 17 yrs.; 5th 
from left Miss Mac Humphrey and her two awards for Hunter Seat 12 & Under and 
Horsemanship over Fences for riders 12 yrs. old & under. Left to right — back row: 
Mr. L. L. Trone of Battle Creek, Mich. with the Working Hunter Trophy won by Vic 
tory. Sth from left Mrs. Jerry Helder, owner-rider of Panic, winner of Conformation 
Hunter Trophy. The two trophies displayed on the floor in front are Green Hunter 
Trophy won by Mr. W. Swalley with his Local Annie, and the Open Jumper Trophy 
which again was won by Mr. P. T. Cheff with Tilford. 
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EASTERN PENNA. HORSE SHOWS CIRCUIT 


Valuable Cash Prizes and Trophies 


Diamond Jubilee 


DEVON HORSE SHOW and COUNTRY FAIR 


America’s Largest Outdoor Horse Show 


May 26 — May 28, 29, 30, 31, June 1, 2 


CHILDREN’S CLASSES 


Mrs. Reed A. Albee 
Mr. Charles J. Barrie 


Mrs, Henry Obre 
Mr. Robert C. Egan 


HACKNEY and HARNESS PONIES 


Mr. Charles J. Barrie 


Mr. J. Ralph Peak 


SADDLE HORSES, FINE HARNESS HORSES and ROADSTERS 
Mr. E. L. Bailey 


HUNTERS and JUMPERS 


Mr. James H. Blackwell 
Mr. George B. Elliott 


Mr. Robert C. Egan 
Mr. Richard E. McDevitt 


Lt. Col. Stuart C, Bate 


ARABIANS, WESTERN and PARADE HORSES 
Mr, L. G. Andahazy 


Coaching Marathon 


DEE btntvcntdienneden and 


Over $30,000 in PRIZE MONEY 


Benefit of Bryn Mawr Hospital 


Mr. Eric W. L. Atterbury, Show Secretary 
90 Broad Street, New York 4, N. Y. 
Telephone: Whitehall 4-1345 


PIOOPSLS SS SSS SS SSS SSS SS SSSSSS SSS SS SSSOS: 


LANCASTER HORSE SHOW 
LANCASTER, PA. 


JUNE 8, 9, 10, 1956 


OVER $7,000.00 IN CASH PRIZES 
AND TROPHIES 


MEMBER A.H.S.A. 
“A”’ Rating in the Open Jumper Division. 
“B” Rating in the following divisions: 
Green Conformation Hunter, Green Working Hunter, 


Regular Conformation Hunter, Regular Working Hunter, % 
3 Gaited Saddle Horse, 5 Gaited Saddle Horse, Fine Y 


Harness. 


“C” Rating in the following divisions: 


Walking Shetiand Pony Western 
Also Hackney Division 


Roadsters 


MRS, PEARL K. WEAVER, Secretary 
P. O. Box 1063, Lancaster, Penna. 
Telephone — Lancaster 7-5751 








SSSSSS 


THREE OAKS RIDING CLUB, INC. 
HORSE SHOW 


Held at 


ALLENTOWN FAIR GROUNDS 
Allentown, Pa. 


JUNE 14-15-16-17th, 1956 


OVER $8,500 Cash Prizes plus Trophies 


Member A.H.S.A, 
Full classifications for: Green Conformation Hunters, 
Green Working Hunters, Regular Working Hunters, 
Open Jumpers, Three and Five Gaited Horses, Fine 
Harness, Shetland Ponies, Walking Horses, Western 
and Parade, Arabians and Morgans, Roadsters, Hackney, 
Children’s Amateur and Equitations. 
Recognized judges for all Classes. 
Layover Privileges. 


For information and Entry Blanks contact: 


MRS. EARL H. GERLACH, Secy. 
302 N. Penn St., Emmaus, Pa. 
Tel.: WOodring 5-2133 
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Horse Shows 
Continued From Page 20 


Grand National Jr. 


Singapore, a chestnut gelding owned 
by Trish Galvin took top honors in the 
Jumper Division at the tenth annual 
Grand National Junior Livestock Expos! 
tion and Horse Show held at the Sai 
Francisco Cow Palace. For Miss Galvin 
and her horses the show was a huge suc- 
cess from beginning to end. Her Gre; 
mare Brac Na Ri placed 5th in the jump- 
er competition and Pretty Soon, a chest 
nut mare also from the Galvin stable 
won for her the Hunting seat class of the 
equitation division 





PLACE: Cow Palace, San Francisco 
TIME: March 24-25 
JUDGES: Alex Sysin, F. P. MacMillan 
EQUITATION CH.: Hunting Seat: Trish Galv: 
RES.: Nan Marshall 
JUMPER CH.: Singapore, Trish Galvin 
RES Miss Muffett, Sandra Sherman 


SUMMARIES 
Hunting seat equitation—1. Trish Galvin; 2 
Nan Marshall: 3. Judy MacMillan; 4. Valerie 
Creager: 5. Ronnie Jurow; 6. Maureen Cardinet 
Jumpers—1. Just Plain Bill, Penny L. Corpe 
2. The Nun, Mary Pier; 3. Butch, Smokey Grove 
4. Ramblers Rogue, Jackie Splithoft 
Jumpers—1. Miss Muffett, Sandra Sherman; 2 
Bobby K. Ronnie Jurow; 3. Joe Turner, Susar 
Butler; 4. Shy Ann, Roger Hernstedt 
0 -—— - 


Lance 


This show seems to have some kind 
of jinx on it as far as weather is con- 
cerned! It rained most of the day on and 
off but enough to make the going very 
sloppy. The weather however did not 
ward off the number of entries. All the 
divisions were well filled with the green 
classes being the toughest. Despite the 
rain more spectators appeared than you 
will see at a good many larger shows. 

Mr. and Mrs. Grover Stephens brought 
out a very attractive big chestnut geld- 
ing, Ace of Diamonds, that went to per- 
fection. 

Master Smokey Nelms made his debut 
over fences riding his well known mare 
Minnie Mouse, who has been previously 
shown by his sister Lili. Fox Hollow 
Stable’s two-year-old mare, Bab’s Bambi 
made an excellent showing for her age, 
going pony champion over a number of 
oldsters. 


CORRESPONDENT 
Terry Drury Jenkins 


PLACE: Ashland, Va 
TIME: April 15 
JUDGES: Mrs. Fontaine Watson, Forest Taylor, 
Wilbur Osborne 
GREEN CH: Ace of Diamonds, Mr. & Mrs. Grover 
Stephens 

RES: Candle Beau, Carl V. Hopkins 

WORKING HUNTER CH: Dinner Mint, Mamie 
Lisle 

RES: Anytime, Clay Camp 
JUMPER CH: Good News, M. A. Cirillo. 

RES: Hurricane Edna, Mr. & Mrs. K. M. Bruce 
PONY CH: Bab’s Bimbi, Fox Hollow Stables 

RES: Magic Comet, Fox Hollow Stables. 

SUMMARIES 

Warm-up—1. Little Boots, Alva Stuckey; 2 
Good News, M. A. Cirillo; 3. Rocket, H. H. Hart 
4. Tip, Ralph M. Johnson. 

Open pony hunters—1. Magic Comet, Fox Hol- 
low Stables; 2. Bab’s Bambi, Fox Hollow Stables; 
3. Pee Wee, Nancy Weber; 4. Minnie Mouse, F 
Heywood Nelms III 

Green hunter hack—1. Ace of Diamonds, Mr 
& Mrs. Grover Stephens; 2. Candle Beau, Carl \ 
Hopkins; 3. Blue Who, Betty Beryl Schenk; 4 
Social Error. Mr. & Mrs. K. M. Bruce 

Pony club members leadline—1l. Mary Newman 
Ludwig: 2. Mary Michele Maxey; 3. Carter Redd 

Pony club members, walk, trot—l. Lyn Let 
son; 2. Helen Gunst; 3. Barbara Luck; 4. Billy 
Weber; 5. Susan Archer Weems 

Pony club members walk, trot & canter—1. Beth 
Gundlach; 2. Edith Ancell; 3, Craig Todd; 4. Cal- 
vin Curtis; 5. Jacqueline Garrett; 6. Mary Ann 
Ancell 

Open working hunvers—1. Dinner Mint, Jamic 
Lisle; 2. Captain Dan, Steve Slaughter; 3. Any- 


SHOWING 
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“HE’S JUST AFTER GETTIN’ OFF THE BOAT. USED TO THOSE BANKS, 
YOU KNOW.” 


time, Clay Camp; 4. Coppermint, L. W. Richard- 
son 

Knock-down & out—l. Good news; 2. Dixie 
Baby, Bobby Cox; 3. Hurricane Edna, Mr. & Mrs 
K. M. Bruce; 4. Tip. 

Green working hunters—1l. Ace of Diamonds; 
2. Dinner Mint; 3. Social Error; 4. Blue Who. 

Pony working hunters—1. Bab’s Bambi; 2. Ma- 
gic Comet; 3. Minnie Mouse; 4. Pee Wee. 

Handy working hunters—1. Anytime; 2. Dinner 
Mint; 3. Miss Priss, Craig Todd; 4. Coppermint. 
Touch & out—l. Hurricane Edna; 2. Tip; 3. 
Good News; 4. Rocket. 

Equitation—1l. Jerry Binns; 2. F. Heywood 
Nelms III; 3. Dorie Gundlach; 4. Susan Lee; 5. 
Craig Todd; 6. Beth Gundlach. 

Open green hunters—l. Candle Beau; 2. Echo 
Bay, Mr. & Mrs. K. M. Bruce; 3. Ace of Dia- 
monds; 4. Velvet Touch, Mr. & Mrs. Grover 
Stephens 
: Ponies under saddle—1. Bab’s Bambi; 2. Magic 
Comet; 3. Minnie Mouse; 4. Sweet William, Beth 
Gundlach. 

Working hunter hacks—1. Rockbeale, Verser 
Todd; 2. Miss Priss; 3. Little Wings, Cpl. & Mrs. 
James S. Jenkins; 4, Coppermint. 


Saint Albans 


Taking the place of the annual school- 
ing shows usually held in St. Louis, 
there was a new show with all divisions 
which was welcomed by the exhibitors 
in the area. The show was held on the 
estate of Mr. and Mrs. Oscar Johnson 
located some thirty miles west of St. 
Louis, and was sponsored for the U. S. 
Equestrian Team and the Bridlespur 
Hunt jointly. The setting was unique — 
being in a small valley with a large 
rambling stone barn at one end, a perfect 
backdrop. The Inn was available for 
lunch and a dinner was served at the 
“Village on the Green”. 

Top awards went to Mrs. Louis Werner 

Continued On Page 23 
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BLOODED HORSES OF COL- 
ONIAL DAYS — Classic Horse 
Matches in America before the 
Revolution. Francis Barnum Cul- 
ver. Baltimore, published by the 
author, 1922, pp. 164, illus, The 
original sheets, newly bound, ob- 
tainable from Sydney Smith, Can- 
aan, New York, $4.00. 


Culver’s book is one of the corner- 
stones of any library on the history of 
the American turf. Based on original 
sources, chiefly contemporary newspaper 
advertisements and articles, it gives an 
authentic and very readable account of 
racing in the colonies, particularly in 
Maryland. It is illustrated with photo- 
graphs or racing trophies and of the 
houses built by the race horse owners of 
those days, Belair, Tulip Hill and White- 
hall in Maryland, Mt, Airy in Virginia. 

The book has long been out of print 
and has been available only at a premi- 
um. Mr. Culver died after a small num- 
ber of copies were issued. Recently a 
well-known collector, Mr. Carlyle S. Baer 
of Washington, D. C., discovered that a 
considerable number of the printed 
sheets were still in existence. These have 
been bound and are now available at a 
modest figure. To those interested in 
racing we recommend prompt purchase 
before the present supply is exhausted. 

fe) 





POLO UNLIMITED’s 1956 
issue is indeed an extraordinary 
publication, especially if one con- 
siders that is is primarily the pro- 
gram for the Gulf Stream Polo 
Club of Delray Beach, Florida. 
Ninety-six pages, including a cov- 
er in colour by George Shepherd, 
are nacked with over a hundred 
photographs and filled with more 
than fifty-five pages of advertise- 
ments. 

Readers of this program will be able 
to get a good view of the high lights of 
1955’s season. There are interesting fea- 
ture articles on the Oak Brook Polo Club 
where the National Open was held: the 
National Twenty Goal Championship, 
played at the Milwaukee Polo Club; and 
of course, the Gulf Stream Polo Club it- 
self where so many of this country’s best 
players congregate during the winter 
months. 

Generally speaking the program’s for- 


mat is largely photographs instead of be- 


ing heavy on editorial material. About 
a quarter of the pictures are devoted 
to team presentations, another quarter 
to players and the rest to good action 
shots, polo personalities and spectators 
as weil as some informal, behind the 
scene pictures. 

One of the most worthwhile pieces of 
reading matter is the editorial entitled 
“The patient is doing very well, thank 
you. . .” Besides this there is a short 
piece on the famous illustrator Paul 
3rown; a list of the U. S. Polo Associa- 
tion Officers; some of the important 
rules of the game; a spread featuring 
several of ‘American Polo’s Top Awards’; 
and an article on children’s polo at the 
Boca Raton Club. 

In the light of recent developments 
it is necessary to make corrections in the 
article on the Annual Polo Ball, given 
for the benefit of the Damon Runyon 
Fund for Cancer Research. Mrs. Step- 
hen ‘Laddie’ Sanford, Chairman of the 
Ball, has informed us that the location 
is now changed to ‘La Coquille’ owned 
by Mr. Spellman Prentice and the Ball’s 
date has been moved to March 17th. 

The Editor, David Sterrett and Ad- 
vertising staff deserve to be commended 
for their efforts. 





Horse Shows 
Continued From Page 22 


II on her new Felix, who captured the 
green championship. The working divi- 
sion was close between Carol Von Hoff- 
man’s steady going Gray Hackel, and 
Mrs. Andrew Shinkle’s Toddy Time, the 
former taking the tricolor. In the con- 
formation division Our d’Or, owned by 
Mr. George W. Clarkson was champion 


23 


winning the model, open and ladies. 
David Lurie won the junior hunter equi- 
tation which was a hard class to judge. 


PLACE: Saint Albans, Missouri. 
TIME: April 21 
JUDGE: L. A. Freund. 
CONFORMATION HUNTER CH: Our d’Or, George 
W. Clarkson 
RES: Eastport, David Lurie 
WORKING HUNTER CH: Gray Hackel, Carol 
Von Hoffman. 
RES: Toddy Time, Mrs. Andrew Sickle. 
GREEN HUNTER CH: Felix, Mrs. Louis Werner, 


RES: Little Stamp, Phillip P. Smith, Jr. 


SUMMARIES 

Model hunter—1. Our d’Or, George W. Clark- 
son 2. Eastport, David Lurie; 3. Felix, Mrs. Louis 
- ga 1I;4. Rewenco, Mr. & Mrs. Andrew Shin- 

e. 

Maiden hunter—1l. Felix; 2. Rule Book, Otis 
Brown Stables; 3. Easter, Randolph Wohltman; 
4. Marksmaid, Jane Aitken. 


Open working hunter—1. Toddy Time, Mrs. 
Andrew Shinkle; 2, Bradley, Joan Hilmer; 3. 
Blackbird, Leo J. Lewis; 4. Gray Hackel, Carol 
Von Hoffman. 

Open conformation hunter—1. Our d’Or; 2. 
Eastport; 3. Rewenco; 4. Perforation. 

Open green hunter—1. Felix; 2. Little Stamp, 
Philip P. Smith, Jr.; 3. Dominick, Nancy Aitken. 

Open junior working hunter—1. Top Honor, 
Elizabeth Shinkle; 2. Eastport; 3. Marksmaid; 4. 
Noel, Florence Shinkle. 

Ladies working hunter—1. Toddy Time; 2. Gray 
Hackel; 3. Bradley; 4. Chicago, Otis Brown 
Stables. 

Ladies conformation hunter—1. Our d’Or; 2. 
Perforation; 3. Felix; 4. Rewenco. 

Corinthian working hunter—1. Gray Hackel; 
2. Bradley; 3. Toddy Time; 4. Blackbird. 

Working hunter hack—1. Gray Nickel; 2. 
——, 3. Sister Jane, Mary Mitchell; 4 Toddy 

ime. 

Ladies green hunter—l. Kimberly, Eve Mc- 
Roberts; 2. Little Stamp, Mrs. Robert Egan; 3. 
Felix; 4. Dominick. 

Green hunter under saddle—1, Felix; 2. Kim- 
berly; 3. Little Stamp; 4. Dominick, 

Corinthian hunter—1. Eastport; 2. Rewenco; 3. 
Perforation;; 4. Our d’Or. 

Conformation hunter under saddle—1l. Felix; 
2 Perforation; 3. Our d’Or; 4. Rewenco. 

Junior hunter equitation—1l. David Lurie; 2. 
Marjory Thieme; 3. Mary Mitchell; 4, Barky 
Singer; 5. Otis Brown, Jr. 
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Irish Olympic 
Horse Trials 


Stanislaus Lynch 

The Irish Olympic Horse Trials and the 
Hunter Trials Championships held at 
Castletown, Celbridge, County Kildare. 
on April 5 & 6, were a great success. 
Entries were bigger than ever, the wea- 
ther was ideal, the going perfect, and the 
gate receipts twice as high as last year. 

The One-Day-Event was run in two sec- 
tions. There were 10 entries in the open 
and 24 in the novice. The Hunter Trials 
had 40 three-horse teams (120 horses) 
trom 21 Hunts. 

There were 33 solidly-built Olympic- 
type fences on the 3% miles cross-coun- 
try course for the One-Day-Event. A 
modified version of the same course was 
used for the Hunter Trials. 

A young Argyllshire girl, Miss Penny 
Moreton, won the Olympic Trial for the 
second year in succession on Lt. Col. 
J. Hume Dudgeon’s Copper Coin. They 
are a superb combination, but since 
women are not permitted to ride in an 
Olympic Three-Day-Event, one wonders 
how this somewhat temperamental horse 
will perform for another rider and if he 
has quite got the physique for Stock- 
holm? 

Cellarstown was second, owned and 
ridden by Mr. H. Freeman Jackson 
(M.F.H. Duhallow Hunt), who captained 
the Irish team placed 6th in the Three- 
Day-Event at Helsinki in 1952. He is a 
grey, 9-year-old gelding by Within-the- 
Law, out of Waynesborough. A winncr 
at point-to-points and show-jumping, he 
won the novice section at the 1954 Irish 
horse trials. His owner has won over 50 
point-to-points & over 20 races under 
National Hunt Steeplechase Rules, and 
has won the Galway Plate, Sweet Afton 
Steeplechaase (Dundalk 1949), Foxhunt- 
ers’ Steeplechase (Cheltenham 1946) etc. 
Charleville was 3rd. ridden by Mr. Ian 
Hume Dudgeon and kindly loaned to the 
team by Mr. G. Fasenfeld, Roscrea. He 
is a chestnut gelding, 1ll-year-old, 15 
hands, by Al Quaim, dam by Rathman. 
A Grade “A” show-jumper & winner of 
point-to-points, he was 8th in the Euro- 
pean championships at Windsor last year, 
a very satisfactory rating for a compara- 
tive novice. His rider was also on the 
Irish team at Helsinki. 

Golden Vale was 4th, kindly loaned by 
Mr. N. O’Dwyer, Master of the South 
County Dublin Harriers, and ridden by 
Commandant W. B. Mullins, former mem- 
ber of the Army Jumping Team. A 
Grade “A” show-jumper, including two 
Ists. at Dublin Show, he is a brilliant 
hunter, 12 years old, 16.2 hands, chestnut 
gelding. He was one of the three who 
gained bonus marks in the cross-country, 
but had half a time fault in the show- 
jumping, and had 103.5 minus marks in 
dressage. 


Olympic Grand 
Prix de Dressage 


The test for the Olympic Grand Prix de 
Dressage is the same as was ridden last 
year at Thun and Aachen, and is strong- 
ly criticised by our equestrian corres- 
pondent. The test has also come under 
fire in Germany, being very adversely 
commented on by Rittmeister E. Glahn, 
a well-known rider in the past and now 
an instructor at Hanover. Here are some 
of the points he makes, taken from a long 
article on the subject: 1. Out of 16 minu- 
tes, 6 to 7 are allotted to walk move- 
ments, leaving only 10 minutes for all 
the rest, oe the requirements of 
haute ecole. _ Too much collected work 
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at the trot. 3. Piaffe follows passage in 
stead of vice versa. 4. Not enough ex- 
tended work at the canter. 5. Too many 
flying changes. Those enthusiasts who 
get to Stockholm will be able to see it 
in action and form their own conclusions. 


Grand Prix de Dressage—Art of Cruelty 
In the first of over 33 movements 9 
gait variations are required; ordinary, 
collected and extended walk, trot and 
canter, with a meagre allotment of 12 
marks. How these can be allotted cor- 
rectly for ease, impulsion and freedom 
of the paces it would be most enlighten- 
ing to know? What is the object of hav- 
ing a dressage test within a dressage test? 
Is the standard of judging so weak that 
it is essential to see “‘a school” first? 
Continued on Page 25 
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SADDLES 


TERRIFIC VALUES! 


From Italy 
PARIANI _ $155.00 
From Spain 

oo? TOPTANI aan $152.50 

eat From Germany 

ae HANNOVERIAN _____ $179.00 
From England 
WHIPPY $200.00 
BARNSBY ______ ___ $139.50 

A ward te the wine shanks be collision: . 


Smart riders are placing their orders NOW. ” 


America’s 
Largest Selection 


of Imported 


AMAZINGLY LOW PRICES! 





low price! 


BRIDLE SUPER-SPECIAL! 


First-quality English bridle of finest butt stock 


leather. %” or 
Full- width reinforced caveson and never-rust 3 
flat ring snaffle. 


(with Kimberwick Spanish Jumping Bit, 


1” laced rein, hook stud style. 


” 


A correct hunt bridle at a really 


$22.50 


$24.50) 








New! Imported Stainless Steel Bits, Stirrups, etc. 


Send for New FREE Copy of our 
NATIONAL HORSEMAN’S HANDBOOK fo Dept. C. 


America’s Great Riding Goods Store 
Makers of SADDLEBILT Riding Togs and Boots 
141 East 24th St., New York, N. Y. 
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Olympic Dressage Team 


EQUESTRIAN 
TFAM 
NEWS 


Elaine Shirley Watt, who was chosen 
as the second member of the Olympic 
Dressage team, will ride her Thorough- 
bred stallion, Connecticut Yankee, ut 
Stockholm. Yankee is perhaps better 
known to horse show people as Ward 
Fight, who formerly stood at Lucy Drum- 
mond’s Holly Hill Stables, along with 
his sire Four Spades. Connecticut Yan- 
kee (Ward Eight) is a 9-year-old chestnut 
son of Four Spades—Foursquare, by Pil- 
lory, and has sired some nice colts at 
Holley Hill. His owner is reputed to 
have turned down a tidy sum for him 
from someone looking for a conformation 
horse. 

Four Spades, a former remount sire, Is 
also the sire of Jim Rooney’s many times 
working hunter champion Four Roses, 
the promising green prospect Count Al- 
exis and other hunters in the New Eng- 
land area. —S.B. 


a pce meneas 





Team Report 


William Steinkraus (Captain) 
‘ Elmshorn, Germany 
The weather for our trip from Idlewild 
to Hamburg was as smooth as we could 
have asked for, and most of the horses 
took the flight exceedingly well. Only 


“Defence” was an exception to the gen- 
eral pattern of good behaviour—he al- 


ways prefers a double stail in shipping. 
and of course, the transit stalls on the 
plane were very narrow. Even so, al! 
the horses and men were glad to be back 
on the ground after about 17 hours in 
the air, marked only by short stops at 
Gander and London. 

We were met at the plane by Fritz 
Thiedemann of the German Team, one 
of our hosts at Elmshorn, and a whoie 
battery of newspaper writers and camera 
men. Customs formalities were handled 
very quickly, but unloading took quite 
a while, and it wasn’t until late evening 
that the horses were all bedded down at 
Elmshorn. The officials of the Elmshorn 
Reit and Fahrschule have been quick to 
extend every hospitality to us, and I am 
happy to say that the facilities we have 
to work with here are in every way ex- 
cellent. Our principal schooling area i; 
in the center-field of a turf race-track 
about a mile in circumference. It includ- 
es a good collection of banks, ditches and 
water jumps, and an assortment of other 
fences. Also available is a small indoor 
ring which will prove quite useful if 
Hamburg lives up to its reputation for 
changeable weather while we’re here. 

We are only now entering a more in- 
tensive phase of our training—the first 
week after our arival was spent princi- 
pally in getting organized and giving 
horses a chance to find their legs again. 
We have almost finished our re-shoeing, 
and we’re lucky to have an excellent 
German blacksmith on the Reitschule 
grounds. Next week we'll start famili- 
arization with the new fences, and jump- 


ing perhaps a low course or two; the fol- 
lowing week will be quite an arduous 
one, for we’d like to get as much of our 
serious work done then as we can, so that 
we'll be able to let up a little the last 
week before shipping south for the Col- 
ogne and Wiesbaden Shows. These will 
test our horses quite thoroughly, and 
should give us a pretty good line on 
which horses will make our best repre- 
sentatives in Stockholm. 
0 





Olympic Notes 
Continued From Page 24 





Walk phase: With the exception of one 
extended walk across the diagonal, the 
whole of this section is carried out at 
collected walk. Where is the balance in 
the walk variations and the test of gait 
and transitional qualities? 

Trot Phase: Only one extended trot of 
about 50 metres is asked for out of the 
12 trot requirements, otherwise this com- 
plete section is carried out at the collcct- 
ed gait. Apart from the excessive amount 
ef collected trot, what is achieved by go- 
ing into extended trot rising on % a 10- 
metre circle from piaffe? (After 50 me- 
tres of passage and 12 steps of piaffe this 
eon be considered the perfect exercise 
for hollowing the horse’s back—the cor- 
rect mechanical and physical procedure 
would be to go into the extended trot 
sitting in which neither the equilibrium 
of the horse or rider are disturbed.) I 
can imagine nothing so technically ab- 
surd, and where is the test of the gait 
variants? 

Canter phase: When the F.E.I. Dress- 
age Committee fail to recognize where 
art ceases and cruelty begins then one 
need not be surprised at national dress- 
age deficiencies. In this section 83 flying 
canter-changes are asked for! When one 
considers the schooling required to ac- 
hieve this with reasonable success, I sug- 
gest that this section is both brutal and 
eruel to such a noble animal as the horse. 
Three-Day Event Dressage—An Absurdity 

How is it that F.E.I. Dressage Commit- 
tee do not know that it is a physical im- 
possibility for any-sized horse to carry 
out at ordinary trot a % of a 5-metre 
circle? The smallest circle that can be 
carried out correctly at an ordinary trot 
by a 15.2 h.h. horse in 8 metres diame- 
ter. To sum up, these two Olympic tests 
do little credit to those responsible for 
upholding the principles of dressage as 
an art, and only severe criticism can be 
expected when the F.E.1, themselves 
claim to know that these tests are “not 
satisfactory” yet continue to use them. 

Charles Harris F.I.H. 
(Reprinted from The Light Horse.) 
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Arabians Win Honors 


In Florida 100-Mile 
Competitive Trail Ride 


Lucille Kenyon 

Our 100-Mile Ride, March 8-11 in the 
Ocala National Forest drew more and 
better horrses than ever before in its 6 
years. Of the 27 entries, only 1 failed to 
complete the ride, yet the sand trails 
put into the ride to add difficulties were 
worse than in many years due to the 
lack of rain. The weather started off the 
first morning much in the horrses’ favor, 
being a brisk 32 degrees, but by noon 
was thoroughly warmed by the sun. An 
overcast sky the second day . . . that dav 
had the most difficult trail, being 12 
straight miles of heavy sand, then 7 miles 
of hard clay, then more sand. Even the 


12 juniors brought their horses through 
this hard trail in excellent shape and on 
time, 7 hours for 40 miles. 

It was an unusually beautiful time of 
year, scrub oaks fluffing out their nile 
green and chartreuse; long leaf pines 
putting out their usual “Christmas tree 
candles” on the dark satin green; patch- 
es of wild blue lupin making a sudden 
and almost heart-rending song of color 
in the oak areas. Birds fussed at our 
intrusion or sang us on our way. All the 
20 new rookie riders were enthusiastic 
about the forest. 

We had two out-of-state entries thie 
year; one from San Antonio, Texas, one 
from Prattville, Alabama. The Texas 
horse, an Arabian stallion arrived just 
in time for preliminary judging Tuesday 
and went out fresh and keen into the 
contest the very next morning. Under 
the cool and considerate hands of his 
young rider, Miss Carol Plouff, he finish- 
ed a tie for Ist in the lightweigh division. 
A run-off road test was necessary 3 hours 
later to separate him from a Quarter- 
horse mare. In the heavyweight divi- 
sien, the same road test was necessa 
to separate Lucille Kenyon’s % Ara 
mare, Mataban from last year’s reserve 
champion Tawny Tony. Miss Martha 
Moore brought her excellent young stal- 
lion, Devan Hawk, registered Morgan, 
from Alabama. This horse was trained 
by Martha at night after work in her 
pasture and found the Florida sun a 
trifle hot, but finished in 5th place in 
spite of it. 

Of the 4 registered Arabians, and one 
44 Arab in the ride, each placed in the 
top 4 of his division. Two Appaloosas, 
registered made showings for their 
owners, the Bill Baumans of Paisley. A 
1100 pound black Quarter-mare tied for 
first in the lightweight, and Quarter- 
horses took 2nd in the heavyweight and 
juniors. They did their 100 mile at a 
jog, making time equally with the fast- 
trotting Arabs, Morgans and mixed 
breeds. 

For the first time we had Standardbred 
and Thoroughbred blood, and they prov- 
ed well adapted to the fast pace neces- 
sary. In the Vermont 100-Mile ride, they 
have long since proven themselves. The 
Arabs showed outstanding ability to 
take the long deep sand miles without 
trouble. Riders were pleased that the 
judges were in such constant attendance 
. . . Many times hiding in the “scrub”, 
using binoculars, following groups of 
horses closely in a jeep to check way-of- 
going, always checking pulse rate on 
return and individually sending out every 
horse each morning. 

Special Awards to Riders: 
Junior Horsemanship, Boys: Tim Scobie; 
Girls: Helen Whittington 
Ladies Horsemanship: Carol Plouff 
Men’s Horsemanship: Jack Frazier 
Junior Sportsmanship: Tobie Wiygul 
Senior Sportsmanship: Mrs. Lucille Ken- 


yon 

Junior Best Rookie Ride: Philip Brooks 

Senior Best Rookie Ride: Mrs. Thomas 
Finley 

High Point Arabian: Michael, Max Cul- 


pepper 
SUMMARIES 

Lightweight division—1. Black Gal, 
Mrs. Carey Hagan; 2. Sarif Serak, Carol 
Plouff; 3. Calamity Jane B, Mrs. Pat 
Bauman; 4. Rihamage, Mrs. Myrtle Jack- 
son. 

Heavyweight division—1. Michael, Max 
Culpepper; 2. Pet, William Nettles; 3. 
Matazan, Mrs. Lucille Kenyon; 4. Tawny 
Tony, Jack Frazier. 

Junior division, i7 & under—1. Alla 
Daana, Helen Whittington; 2. Turk, Tim 
Scobie; 3. Betsy Ross, Leslie Kenyon; 4. 
Crissie, Tobie Wiygul. 











The Millbrook Pony Club 


Since the Pony Club year book went 
to print we have had few activities ow- 
ing to the weather and the fact that most 
of our advanced riders are away at 
school. 

However in the Christmas vacation we 
held an instruction rally at the Bennett 
ring when Mr. Cathcart from Rhinebeck 
gave elementary lessons in dressage. Mr. 
Fisher came over from Litchfield to get 
ideas for their Pony Club and now they 
are off to a good start. 

In the Easter vacation we held another 
rally at the ring with Mrs. Cox from the 
Old Chatham Club and Mrs. Kershaw 
from Rombout judging the various grades 
in horsemanship on the flat and over 
fences. Then they asked questions on 
stable management and veterinary care 
and two ribbons were awarded to the 
top Pony Club members of each grade 
Helen Ann Asbury in the older group 
and Susan Landesman in the younger. 
They had both worked hard and been 
helpful to the club 

One thing which we have done this 
winter was to establish a Pony Club 
shelf in the local library where every- 
one can leave their books on horseman- 
ship and all sorts of hunting and horse 
stories so that members can take them 
out under supervision and good books 
will not be lost. The shelf is topped by 
the little “Oscar” that was awarded us 
by the P. T. A 

We hope to have a C team for the re- 
gional rally in June but our members 
are sadly behind in dressage and stadium 
jumping though we had about 15 hunting 
with the Jr. Drag and the Fox Hounds 





Rose Tree Pony 
Club Hunt 


On Thursday, March 29th, a Field of 
thirty-five children moved off from the 
Club House at twelve noon. Miss Judy 
Hoffman of the Essex Hunt was Honor- 
ary Field Master for the day; and Miss 
Betsy Boles of the Pickering Hunt, Miss 
Sally Craven, Master Ronny Houghton, 
and Master Eddie Houghton, all of the 
Radnor Hunt, were Honorary Whipper- 
Ins. This day Hounds found just off Line 
Road. They then continued toward Mr 
Sellers’, crossed Bishop Hollow Road, 
went through Mr. Sellers’ and turned 
right handed across the Sage Field. Next 
Reynard moved through the old Harvey 
place, crossed Gradyville Road — all the 
while going in the direction of Hunting 
Hill. This good running Red next went 
through the following places: Locust 
Sprouts, Pickering, Tipton’s Farm (here 
swinging left handed), and the Pines 
Recrossing Gradyville Road, moving into 
the Swan Pond area and thence into 
Yarnall’s. our Pilot swung left-handed 
into Mr. Jeffords’ through Corneys’ Bot 
tom. Finally this big Red was put to earth 
on Turtle Back after a grand gallop of 
one hour and five minutes. In spite of 
drenching rains, the enthusiasm of these 
Pony Club Members was not in the least 
bit dampened. Following the Meet Rose 


Tree’s Joint Masters, William C. Elliott 
and John H. Richards, Jr., were hosts at 
a Tea for the day’s Field. — ROTH 





1@) 
Cahaba Pony Club 


The Cahaba Pony Club in Shelby 
County near Birmingham, Alabama, held 
its first meeting April 15 at the District 
Commissioner, Mignon Smith's home. It 
is the fortieth club to be organized in 
the United States and the fourth in Ala- 
bama 

Mrs. W. B. Newbold is secretary; Mrs. 
W. P. Andrews, treasurer; Mrs. Clifford 
Reeves, publicity chairman; and Mr. W. 
H. McClure and Mr. Ivor Jones complete 
the committee. 


Nineteen juniors attended the meet- 
ing in spite of the terrific storm which 
hit the southern regions of Birmingham, 
while its tornado center devasted the 
area west of Birmingham. A much larger 





group is expected next Sunday at Mede 
~Filly 


Cahaba Stable 
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Jumping in the new indoor ring at Smith 

College, Northampton, Mass. The riders 

are Miss Jane Fournier ‘57 on “Pappy” 
and Miss Elise Carey ‘58 on KING. 


Taylor’s Buy 
Farnley Ponies 


Mr. and Mrs. Charles Taylor of Little 
Rock, Arkansas, recently purchased two 
Welsh pony mares from Farnley Farm, 
White Post, Va.: Fflam (5) and Sandra (3). 
hey telephoned their seven year o!'d 
son, Charles to tell him the good news. 
Oh goody!”’ was all he could say for a 
‘ow minutes, then, “Is my pony a her?” 
Upon being answered in the affirmative, 
nother “Oh, goody!” was forthcoming 


because “her can have a baby!" So the 
Teylors are anticipating Charles’ and 
three-year-old daughter Julia’s even 


greater delight when the newly-purchas- 
ed trailer is opened and in addition to 
the Welsh ponies, Patsy, a ten-year-old 
Dartmoor pony (also purchased from 
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Farnley), emerges in time to make her- 
self at home before foaling next month! 


Young Entry Horse Shows 


Junior Olympics 


For the third time in four shows, the 
Junior Olympics was held in spite of an 
unpleasant, driving rain. The weather 
seemed to daunt the children’s enthus- 
iasm not one bit, although the same may 
not be said of the parents. The affair, 
except for the U.S.E.T. medal, was limit- 
ed to teams of three and judged on jump- 
ing performances under modified F.E.1. 
rules. The classes were patterned after 
those held at the National for military 
teams. This year, some thirteen teams 
representing riding schools, military aca- 
demies, hunts and junior cavalry organi- 
zations participated. 

There were five challenge trophies pre 
sented and the host team, Thomas School! 
Junior Cavalry # 1 (George Lukemire. 
Ralph Johnson and Linda Thomas) made 
an unprecedented, clean sweep, going 
one better than last year’s campion, Jun- 
ior Essex Troop. They even had the indi- 
vidual champion in Linda Thomas. The 
individual award was made on the basis 
of performance in one class while the 
other trophies were based on aggregrate 
scores acquired throughout the day. Re- 
serve show champion was the team rep- 
resenting Brookville Stables, Mary and 
Dan Roche and Bob Connett 

The Thomas School counted among its 
trophies the Milium Challenge Trophv 
which will be competed for in from five 
to eight other shows on the eastern sea- 
board this season. It will then represent 
an annual championship and be awarded 
to the junior equestrian team which has 
gained the most points throughout the 
year, and is registered with the Eques- 
trian Division, Milium, (1430 Broadway, 
New York). 

Some twenty entries attested to the 
rising popularity of the U.S.E.T. medal 
class. The dressage tests were held 
throughout the morning in the indoor 
Winner was Nancy Rice, riding Mrs. O. 
Bb. Schier’s hunter Wishing Star. She 
had placed third in the dressage behind 
New Canaan Mounted troop members 
Carol Wilson and Beth Ihland. However. 
both of these girls, along with a good 
percentage of the class found the course 

Continued On Page 27 
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TEELA-WOOKET 


The Horseback Camps, Roxbury, Vt. 
School of Equitation, June 25-July 1 


An intensive course for experienced riders 
and instructors, designed to improve their 
work and to measure their abilities 
against proven standards. Riding and in- 
struction in morning and afternoon, lec- 
tures in the evening. Open also to be- 
ginning and advanced riders who want 
only limited instruction combined with a 
generous amount of riding over beautiful 
Vermont trails. $55 per week. Also Ar- 
chery and Dance Camp. 


Camp for Girls @ July 3-Aug. 28 


Riding, fun and adventure for girls 6 to 
16. Beginners’ mounts, show horses, hunt- 
ers, jumpers. Land and water sports. 
Camping trips. Rate $375-$475. No ex- 
tras. Outfit may be rented. 


For complete information write: 














C. A. ROYS 


54 Ordway Rd., Wellesley Hills, Mass. 
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Winner of four cups for riding at the Royal Show, Christchurch, New Zealand, 


YOUNG ENTRY 





was ten-year-old Diana Dunn. Sir Willoughby Norris, the Governor General is 

presenting the cup. She won the Millear Cup for Best Boy or Girl Rider under 

11 years; the Fountain of Health Cup for Best Boy or Girl Rider under 13; the 

Maginess Cup for Best Boy or Girl rider under 15 years; and the Bransten 

Cup, an award for pony and rider considered as a unit, rider under 11 years. 

(33 entrants). Miss Dunn has her “C” Pony Club certificate and was blooded at 
last season’s South Canterbury Hunt. 


Olympic 
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difficult enough to cause their elimina- 
tion for refusals. Some who had placed 
quite far back in the dressage test were 
moved up into the ribbons on the basis 
of their jumping rounds, minus refusals. 


CORRESPONDENT 
Tanbark 


PLACE: Huntington, L. L, N. Y. 
TIME: April 15 
JUDGES: Col. Harry Disston. William Morgan 
JUNIOR OLYMPIC CH: Thomas School. Jr, Cav. 
Team No. 1. 
RES: Brookville Stables. 
SUMMARIES 

Tandem teams—1. Thomas School Jr. Cav, No 
2. Lady Luck, Bobby Thomas, Peppermint, Fran 
Fricker, Junior. Susan Jolly; 2. Smithtown Hunt, 
Miss B. Haven, Lasandra Clem, Whiskey, Denise 
Dentan. Shadrack, Chester Dentan; 3. Thomas 
School Jr. Cav. No. 1, Trader Horn, Linda 
Thomas. Sir William, Ralph Johnson, Midnite 
Joan Jolly: 4. Knox School, Never Mind, Sandra 
Senne. Happy Day. Jackie Bittner, Dan River, 
Wendy Plumb. 

Junior jumper—1. Hollandia Stables, Lyne 
Star, Pamela Coles; 2. Brookville Stables, Major. 
Mary Roche; 3. Smithtown Hunt, Whiskey; 4 
Thomas School Jr. cav., Lady Luck. 

Teams of three—1. Lady Luck, Peppermint. 
Junior; 2. Jr. Essex Troop No. 2, Skippy. Bart 
Zazzali. Deuces Wild, Denis Glaccum, Flashlight. 
James Callahan; 3. Major, Sloe Gin, Robert 
Connett, Mr. Brookville, Dan Roche: 4. Mavour 
neen, E. Ward Stearns, What A Pity, Jack Maier, 
Chunky. John Tracy. 

Junior jumper—1, Happy Day; 2. Mauvourneen; 
3. Sky Rocket, Carol Wilson; 4. Gray Boy. Jr. 
Essex Troop No. 2, Thomas Glaccum. 

Teams of three relay—1l. Trader Horn, Sir 
William, Midnite; 2. Major, Sloe Gin, Mr. Brook- 
ville: 3. New York Military Academy, Daddy. 
Armand Godoy, Irish, Jerry Mastromarino, Bella, 


Barry Myers; 4. Mauvourneen, What a Pity, 
Chunky. 

Junior jumper—-l. Skyrocket, Carol Wilson: 
2 Jr. Essex No. 2, Black Satin, Rupert Hauser: 


3. What a Pity: 4. Peppermint. 

USET equitation medal class—1. Nancy Rice; 
2. Bart Zazzali; 3. Ralph Johnson; 4. George 
Lukemire; 5. Joan Jolly: 6. Fran Fricker 


Oak Sem 


The eighth annual Oak Grove Eques 
trian Competition was held on _ the 
grounds of the Flintridge Riding Club. 
Flintridge, California. This meet, spon 
sored by the U.S.E.T, was directed and 
organized by Miss Rosalind T. Johnson of 
Pasadena. 

The equitation class was held on Sat 
urday afternoon and judged by Jack 


Smith. Linda Benz of Malibu, Calif. rid- 
ing her promising young mare, Hindu 
Lady, was tied first over a class of twelve 
experienced riders after a difficult ride- 
off. The A Caprilli class, open only to 
beginners in jumping (16 yrs. and under) 
was won by Betty Feinberg on Butter- 
scotch. Karen Harding from Santa Bar- 
bara for the meet, won the Open B dress- 
age class with a precise and capable ex- 
hibition of advanced equitation. The 
open C dressage trophy was presented to 
Nancy Turrell riding her good mare, 
Patsy Roc. Pairs of hunters shown tan- 
dem was won by brother and sister Ron- 
nie and Terry Aiken on Tiddliewink and 
Tinkertoy. The junior Three-Day-Event 
open to riders under 21 was won by 11- 
yr.old Judy Benz on her good brown geld- 
ing Peter Boy. The Mayfair Challenge 


Trophy in addition to the customary 
trophy, was presented to Judy. This 
trophy is to be won three successive 


years by the same rider. 
The Onondarka Stables, home of the re- 
onwned Drill Team, brought a group of 
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fine young riders to the meet. These 
youngsters exhibited a great deal of 
ability and took home several blues. This 
rising group of young riders, under the 
instruction of Mrs. Joa Ann Postel and 
her twin sister Nancy Turrell are being 
coached along classical lines and are 
showing a tremendous amount of know- 
ledge and training. 


PLACE: Flintridge, California 

TIME April 7-8. 

JUDGES: Jack Smith, Maj. Georges de Roaldes 
SUMMARIES 

Equitation 18 & under—1..Linda Benz; 2. Judy 
Benz; 3. Linda Boughton: 4. Karen Harding: 5. 
Margaret Brackenridge; 6. Mary Pat Sanford. 

A caprilli, 16 & under—1. Betty Feinberg; 2. 
Carol Thompson; 3. Dee Anna Howard; 4. Sandy 
Friedman. 

Open B dressage—l. Karen Harding; 2. Jerry 
Duran: 3. Toni Wheatley; 4. Egon Merz. 

Open C dressage—l. Nancy Turrell; 2, Egon 
Merz; 3. Dorothy M. Williams; 4. Michael Gerry. 

Pairs of hunters—1. Ronnie Aiken, Terry Aik- 
en: 2. Leslie Bullock, Harry Symington: 3. Well 
man P. Thayer. Franklin R. Chamberlin; 4. Linda 
Benz. Judy Benz. 


B dressage-jr. 3-day-event—1, Judy Benz; 2. 
Dottie Willams; 3. Marianne Baker; 4. Toni 
Wheatley. 

Cross-county jr. 3-day-event—1l. Judy Benz: 
2. Marcia Baker; 3. Dorothy M. Williams: 4. 


Toni Wheatley. 

Stadium jumping, jr. 
Baker; 2. Marianne Baker; 3. 
4. Michael Gerry. 

Jr. 3-day-event total scores—1. Judy Benz; 2. 
Toni Wheatley; Dorothy M. Williams; 4. Michael 
Gerry. 


3-day-event—1. Marcia 
Mary Pat Sanford; 


0 


Washington (Jr.) 


CORRESPONDENT 
Bruce Fales, Jr. 





PLACE: Washington, D. C. 
TIME: April 15 
JUDGES: Mrs. Herbert Lytle, Elry Groves. 


SUMMARIES 

Junior hack—-l. Spring Fever, Elaine Titus: 2. 
Rafinisa. Al Marah Farm; 3. Moonbeam, Bobbie 
Gardner; 4, Polonaise, Keith Fleming. 

Junior hunter—1. Moonbeam; 2. Tiny. A. S. 
Dailey: 3. Spring Fever; 4. Helen Patch, Don 
Simmons. 

Junior working hunter--l. Mother-In-Law. 
Sherry Stalker and Sharon Stone; 2. Moonbeam; 
3. Spring Fever; 4. The Sheik, Pegasus Stable. 

Junior knock-down and out—1. Tiny; 2. Little 
Ghost. Lynn Mills; 3. The Sheik; 4. Storm King, 
Meadowbrook Saddle Club. 

Equitation under saddle, 11 vears and under— 
1. Margaret Horsky: 2. Corky Brite; 3. Susan Kil 
shimer; 4. Barbara Miller. 

Equitation under saddle. over 
Allen; 2. Joan Hayes; 3. Tommy 
Linda Ransom. 

Equitation over fences—1. 
Bebbie Gardner; 3. Sherry 
Jennings. 





12—1. Sonja 
Schreier; 4. 


Missy Schreier; 2. 
Stalker; 4. Penny 














Tour of Europe, see the 


and Ireland. 


be arranged. 








HORSE LOVERS’ GRAND TOUR 


In addition to the sights of a regular 3 months’ Grand 


Olympic Riding Competition in Stockholm, the World 
Championship in Aachen, and other great HORSE SHOWS, 
RACES, RIDING SCHOOLS, STUDS. 

Travel in congenial company of other horse fans through 
Sweden, Denmark, Germany, Holland, Belgium, Austria, 
Yugoslavia, Italy, Greece, Switzerland, France, Great Britain, 


Personally conducted by Dr. E. K. de Kamarasy, former 
European diplomat, officer, riding instructor, now teaching 
History, Government, and French, at Gulf Park College. 

LEAVING NEW YORK BY AIR ON JUNE 8, ARRIVING 
AUGUST 27. All inclusive price $1,945.00. Shorter tour may 


Write now to 


Southern Studytour Service 


505 Nicholson Avenue 
Long Beach, Mississippi 
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Southern Arizona School 
Clinches State Prep Title 


Betty Bradstreet 

Southern Arizona School, spearheaded 
by Captain John (Jockey) Walsh, clinch- 
ed the Arizona prep school polo title for 
the third year in a row on April 7 with 
an 8-6 win over favored Judson School on 
the SAS field near Tucson. 

The 4-chukker varsity game was the 
rubber match of the sixteenth year of 
polo rivalry between the two schools and 
the eleventh series victory for SAS. 

Walsh scored six of the eight SAS 
goals, five in as many electrifying min- 
utes of the second chukker. It was a 
moot point whether his brilliant playing 
at both offense and defense and his team 
generalship were inherited or learned: 
his father, John J. Walsh, former Boston 
pro, is the SAS coach. 

The Judson team also had its family 
aspect for the first three periods with 
the Smith brothers, Steve and Harvey, 
at No. 2 and No. 3. Steve was replaced 
by Roy Thompson at the end of the third 
chukker after a collision with a team- 
mate on a cross unhorsed him. Although 
play on the skin field was often hidden 
from the spectators to leeward by dust 
swirls because the water cart failed to 
show up on schedule, this was the only 
accident in the fast hard-fought game. 

Harvey Smith and Judson Captain Jim 
Calvin each scored twice, Calvin netting 
one on a penalty shot following Steve 
Smith’s spill. John Edwards and Berry 
Burden for SAS and Steve Sandlin for 
Judson added one apiece. Judson’s sixth 
goal was an automatic early in the third 
chukker of the game’s No. 1 penalty. 

Harold Mortensen, up from the junior 
varsity for his first major contest, play- 
ed an aggressive No. 2 for SAS. 

Lincoln Brigham of the Phoenix Polo 
Club refereed. 

Harvey Smith had sneaked through 
two Judson points, late in the first and 
early in the second chukker, before SAS 
took the offensive. Then, with his team- 
mates holding off the opposition and lay- 
ing down approach shots, Walsh streaked 
through for five fast tallies. Each side 
scored twice in the third period and Jud- 
son whittled down the lead by two more 
points in the ding-dong finale. 


Lineups 
SAS Judson 

1. Burden Sandlin 
2. Mortensen S. Smith, Thompson 
3. Edwards H. Smith 
4. Walsh Calvin 
SAS 062 O08 
Judson 112 26 

Sa, a 


Birmingham Polo Club 


The organization of the Birmingham 
Polo Club is well underway. 

Col. Leonard Woody, captain of the 
team, has volunteered to coach the play- 
ers and supervise the schooling of ponies. 


one of Alabama’s most capable horsemen. 

Other officers are David McMullin, 
president; Sharp Gillespy, vice-president: 
Bill Arnold, secretary; Hugh Bailey, 
treasurer; and George Gambrill, publi- 
city chairman. 

Practice is being held at Mede Cahaba 
Stable, where an arena field is under con- 
struction. The location of an outdoor 
field has not been decided yet. —Filly. 


N.Y.A.C. Scores Over 
Brandywine—Manhattan 
Over Long Island 


Bill Briordy 

Dr. Clarence C. (Buddy) Combs, only 
ten-goaler indoors, sustained an injury 
during the program staged at the Squa- 
dron A Armory on Saturday night, April 
14. 

Combs, riding at No. 2 for the New 
York A.C. in the second match against 
the Brandywine poloists, hit the tanbark 
hard when his pony collided with that 
of Ray Harrington. Combs was shaken 
up considerably by the fall. The ten- 
soaler was pinned under his pony for a 
pell following the collision. 

Herb Pennell, who rode in the first 
game, was rushed in to take Combs’ 
place in a match which saw the New 
York A.C. rout Brandywine, 11 to 4. 
Pennell aided the New York A.C. cause 
with three goals. 

George Haas, the No. 1 for the Winge: 


Foot trio, was high man of the match 
with four tallies. Also riding for the 


New York A.C. was Walter Nicholls. Jim 
McHugh, Harrington and Billy Maver 
rode for Brandywine in that order. Har- 
rington and Mayer hit two goals apiece. 

in the first game, Manhattan also had 
an easy time of it as it turned back Long 
Island, 12-4. In this game, young Joe 
Schwartz connected for six goals in a 
mateh which found the winners leading 
by 7-2 at half-time. Walter Phillips made 
three of Manhattan’s markers. Pennell 
sot two of Long Island’s goals. 


Lineups 

Manhattan Long Island 
1. J. Schwartz A. Norden 
2. W. Phillips H. Pennell 
3. J. Clements W. Westerlund 
Vianhattan 523 2J2 
Long Island 02024 
Goa!s—Schwartz 6, Phillips 3, Clements, 


by pony 1, by handicap 1; Pennell 2, 

Norden, Westerlund. 

Referee—John Rice. 
New York A. C. 

1. G. Haas 

2. C. C. Combs 

3. W. Nicholls 

New York A. C. 332 11 

Brandywine 112 QO4 

Goals—Haas 4, Pennell 3, Combs, Nichol- 

ls, by pony 1, by handicap 1; Harrington 

2, Mayer 2. Substitute: Pennel for Combs. 

Referee—John Rice. 


Brandywine 
J. McHugh 
R. Harrington 
W. Mayer 
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Palm Beach Defeats 
Ranchers 10 to 5 


On Sunday, April Ist the Palm Beach 
Polo Club defeated the Ranchers 10-5, 
thus winning the rubber game of a three 
game series. Outstanding player for the 
Palm Beach team was Bob Wickser, who 
scored 6 goals and concluded his season’s 
playing here in this game. Miss Beatrice 
Lillie presented the Douglas Lorie Red 
Cross Trophy to the winning team. 


Lineups 
Ranchers Palm Beach 
1. S. Feick 1. B. Wickser 
2. F. Butterworth 2. G. Kent 
3. B. Ackerman 3. L. Bernard 
4. L. Phillips 4. F. Collin 


Scoring Ranchers: S. Feick 1, F 
Butterworth 1, L. Phillips 3. Palm Beach: 
B. Wickser 6, G. Kent 3, F. Collin 1. 





Palm Beach -0 1223 2— 10 
Ranchers -031201#3u1— § 
ce) 


Crescents Capture 
Inter-Circuit Opener 


Evelyn Hill 

The strongly favored Crescents team 
from San Francisco eked out a 12 to 11 
victory over the White Swan four from 
Washington in the opening game of the 
Pacific Coast Intra-Circuit Championship 
at Santa Barbara, California on March 
llth. White Swan started with an advan- 
tage of two goals awarded by handicap 
and were strong contenders all the way. 

In the first minutes of play, Hayden, 
at one for White Swan, took a pass from 
Hitchcock and placed the ball neatly be- 
tween the uprights. On the next throw- 
in, it was Hayden again, getting loose & 
riding for another score. In the latter 
part of the opening chukker, L. C. Smith 
broke the ice for the Crescents; then 
Linfoot scored a second point on a beau- 
tiful long, off-side shot just as the bell 
sounded. The second period was definite- 
ly the Crescents’. First L. C. Smith scor- 
ed on a pass from Linfoot, then Linfoot 
added one on a penalty. Later, as White 
Swan knocked in from behind their goal, 
Linfoot stole the ball and scored. Toward 
the end of the period, he scored again 
and White Swan remained scoreless. In 
the third chukker, however, it was all 
White Swan. In the first minutes of play, 
Hitchcock put one across, then scored 
again when he took a ball missed by the 
Crescents. Hweschel Crites added a third 
point. The fourth was a hard-fought peri 
od with White Swan holding the Cres 
cents and Crites scoring on a penalty 
shot. In the fifth period, the Crescents 
came back strong. Smith split the up 
rights with a well-placed shot, and Lin- 
foot added three more, one on a beautiful 

Continued On Page 29 














— 
Appaloosa Geldings 
FOR SALE 

15.3, sound, gentle, red speckled 
color, 9 years old. Price $300. 
14.1, sound, leopard spots over 
back and hips, gentle, ideal for 
ladies or child’s pleasure mount. 
Price $400. 
Both very stylish, colorful under 

saddle. Photos on request. 


Harold W. Tyner 
Tyfarms 
Tipton, Indiana 
Goldsmith Phone 451R 
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Crescents Win 
Continued From Page 28 


long long shot. Crites scored for White 
Swan on a penalty. The final period was 
A battle royal with each team scoring 
twice. Smith put one across for the 
Crescents in the first minutes of play, 
and Linfoot got loose on a long run up 
the field for a score. Now White Swan 
began to threaten, and Hayden scored 
after Hitchcock carried the ball almost 
the length of the field. Hayden added 
another on a penalty. Final score: Cres- 
cents 12 - White Swan 11. 


Crescents White Swan 
1. Smith Hayden 
2. Graber Hitchcock 
3. W. Linfoot P. Linfoot 
4. Atkinson Crites 
SCORE BY CHUKKERS 
Crescents 24004 212 
White Swans 403 11 2—11 


Two goals by handicap 


Umpires: Stanley Taylor and Dean 
Morrison. Referee: Kay Colee. 


“ 





(T. P. Wyatt Photo) 
Action in the J. Arnold Carter Trophy 
Tournament, which was played at Gulf 
Stream, and won by Gulf Stream Polo 
Club. Stewart Iglehart (No. 3 for Gulf 
Stream is on the ball; Mike Healy (No. 4 
for Chicago) closes in; Cecil Smith (No. 
3 for Chicago) and Philip Iglehart (No. 2 

for Gulf Stream) follow. 


Shamrocks Nose Out 
Ranchers 12 to 11 


Chicago Polo on Saturday, March 3, 
The Shamrocks started slowly, but turn- 
ed in an excellent performance against 
the Ranchers. These teams played the 
kind of polo that is increasing the popu- 
larity of the game tremendously around 
Chicago. All members rode fast and hard 
and hit well. Each played to win and 
had the fans shouting and screaming in 
their enthusiasm for the game. 

The Shamrock team scored about an 
equal amount of goals per player, while 
John Casey did the most scoring for the 
Ranchers. This team has had a difficult 
season in the near conquests they have 
experienced. They have almost won 
several games and always put in a sterl- 
ing performance. 

Ernie Lambesie played forward for 
the Shamrocks and alternated with Joe 
Jiambalvo at that point. In the past two 





POLO 


years, Ernie has turned in some extreme- 
ly fine performances in Chicago polo. He 
led the attack against the Ranchers in 
the second chuker of the game and 
brought the Shamrocks from behind to 
put them in the running for their even- 
tual win over the Ranchers. Pat Connors 
and George Cokinis play smoothly to- 
gether as they have for several years 
in Chicago Indoor Polo. Both these men 
have been very instrumental in further- 
ing polo around Chicago. Were it not for 
these and some few enthusiasts, Chicago 
might not be so heartily enjoying the 
vigorous Saturday night sport of Polo— 
at the Armory. Final Score: Shamrocks 


12, Ranchers 11....N.S. 
Shamrocks Ranchers 
1. Lambesis Lynch 
2. Cokinis Casey 
3. Connors Rouse 
Alt. J. Jiambalvo Tauber 
Kay Bunn 


Scoring—Shamrocks: Lambesis 4, Cok- 
inis 3, Connors 4, pony 1. Ranchers: 
Casey 8, Rouse 1, Tauber 1, pony 1. 
Shamrocxs 23 1—12 
Ranchers 00 2—11 


> 





Final Game at 
Palm Beach 


The final game of the Palm Beach Polo 
season on April 15 was a hard hitting 
closely fought contest in which Palm 
Beach nosed out Blind Brook 3 to 2. 


Lineups 
Palm Beach Blind Brook 
1. D. Swerdlin E. Feick 
2. G. Kent L. Bernard 
3. J. Romph B. Ackerman 
4. M. Collin L. Phillips 


Scoring—Palm Beach: J. Romph 2, M. 


Collin 1. Blind Brook: E. Feick 1, B. 

Ackerman 1. 

Palm Beach 01020 0—3 

Blind Brook 10000 1—2 
0 





Cornell Jr. Varsity 
Routs Yale Jayvees 


Ann Braun 
The Cornell Junior Varsity polo team 
gave convincing evidence of Dr. Steve 
Roberts’ intercollegiate polo champion- 
ship team on Saturday, April 21, as they 
routed the Yale University Jayvees 13-7 
at the Yale Armory. 


Mike Geronimus, who saw considerable 
action this season with the Big Red 
varsity, was by far the outstanding man 
on the tanbark, with seven goals and an 
efficient job of field generalship to his 
credit. 

Cornell caught the slow-starting Elis 
off-guard from the opening moments of 
the game, pounding home four goals in 
the first chukker to gain a rapid 4-1 ad- 
vantage. The halftime total was 7-3. 

Action picked up in the second half, as 
the Blue riders struggled to catch up, 
but to no avail. The most evenly-played 
chukker was the final one, which saw 


both teams matching goals, three-for- 
three. However, it was still Cornell all 
the way. 


The game was one of a series of post- 
season games to be played in New Ha- 
ven. A group of players on the regular 
roster are contributing time and resoure- 
es to the upkeep of half of the regular 
string of ponies, with a view of playing 
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outdoors during the month of May on a 
field near the Armory. 


Lineups 
Cornell Yale 
1. G. Baer P. Carleton 
2. M.Geronimus M. Weeks 


3. J. Shuttleworth W. Clark 
Yale alternate: Bark Hickox. 
Scoring—Cornell: Geronimus 7, Bear 4, 
Chuttleworth, pony. Yale: Hickox 3, 
Clark 2, Carleton, Weeks. 
Cornell 43 3 3—13 
Yale i 2.kt e—7F 
Referee: C. W. Kellogg. 

0 





Southern Arizona 


The following is a summary of recent 
polo games in the arena at the Arizona 
Horse Lovers’ Club in Phoenix — 

Tuesday, March 27: 


Phoenix Polo Club Red Diamonds 
1. R. Dwyer T. Peirce 
2. P. Gillham L. Nixon 


3. L. F. Brigham M. Morrison 
Won by Phoenix 9 — 5. 


Thursday, March 29: 


Phoenix Polo Club Red Diamonds 
1. R. Dwyer W. Mayberry 
2. P. Gillham T. Peirce 
3. L.F. Brigham A. Scherer 


Won by Phoenix 7 — 3. 


Friday, March 30: round robin 
Winner: Pima County Polo Club, Tucson, 
Ariz. — 4 net goals. 

1. G. Masek 

2. S. Rainsford 

3. J. Donaldson 
Second: Red Diamonds — 3 net goals. 

1. W. Mayberry 

2. T. Peirce 

3. A. Scherer 
Third: Optimists — 2 net goals. 

1. J. Stilb 

2. T. Mills 

3. L. F. Brigham 


Saturday, March 31: doubleheader. 


Red Diamonds Optimists 
1. T. Peirce J. Dawkins 
2. W. Mayberry J. Stilb 
3. G. Rich S. Rainsfor 


Winner: Red Diamonds: 11 — 3. 
Pima County Polo 


Phoenix Polo Club Club 
1. R. Dwyer G. Masek 
2. P. Gillham T. Mills 


3. L. F. Brigham J. Donaldson 
Tie: 7 — 7 (no playoff) 
Sunday, April 1. 
Pima County Polo 
Phoenix Polo Club Club 
J. Dawkins 1. T. Mills 
P. Gillham, Jr. 2. J. Donaldson 
L. F. Brigham 3. S. Rainsford 
Winner: Pima a 8 — 7. 





Palm Beach Polo Club 
Holds First Drag Hunt 
In So. Fla. Since 1938 


On Saturday, March 3, 1956, the Palm 
Beach Polo Club held a Drag Hunt over 
the grounds of the Polo Club and sur- 
rounding areas. This is believed to be 
the first organised hunt in the state of 
Florida since the Goldens Bridge Hounds 
were at Coral Gables well before the 
war. 

Mr. and Mrs. Albert Berol, Bedford 
Village, New York, members of the Gold- 
ens Bridge Hounds arranged with Mr. 
Ben Funk, Huntsman, to bring two cou- 

Continued on Page 30 
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For Sale 


HORSES 


Large group of made hunters for field 
or show always on hand. 37 years ot 
successful dealing in hunters and jump- 
ers. Stanley Luke Farm, LaGrange, [ll 
Phone: FL 42788. 4-27-2t chg. 

Brilliant hunting mare — 5 yrs., 15-2 
Has been outstanding on the hunt fieid 
for the past two seasons. Surefooted, 
eager performer. Jumps like a deer. 

Hard to beat in either looks or perfor- 
mance. Sound, healthy condition. Price 
— $1,800. Contact Charles Ruby, Green 
Village, N. J. Tel. — Frontier 7-3588. 

4-27-4t chs 





Disposal three registered Hackney 
mares with papers. Under value prices 
Beautiful golden chestnut Silver Flaxon, 
9 years. long tail, mane, foretop, four 
white legs. Attractive for street parades 
Well-built. good type. June, full sister, 
same size, quality, 8 years, good manners 
All harness, single and double for show, 
pleasure. family, estate, all around use 
Price the pair, $600, value of one. Set 
of team English made coach harness 
Nickel trimmings. Complete with collars, 
hames, britchings, saddle back pads. An 
all-round useful set. Price $85. Also 
rubber-tired runabout pleasure buggy 
Good quality. Also stylish rubber-tired 
two-seated four passenger family plea 
sure driving surry. Two sets single Eng- 
lish brass mounted surry driving harness. 
One set English team harness, nick‘e 
mounted with collar, hames. All above 
guaranteed complete condition. Price 
for all $350. Two good quality imported 
standard sized riding saddles, guaranteed 
complete with matched double rein brid- 
les, martingales. Price $65. each. Fair- 
view Velvet, beautiful quality black show 
mare. Perfect manners, single, double 
tandem, 10 years, noted Hackney breed- 
ing. Price $300. Black Pippen, heavy- 
weight Half-bred combination saddle 
harness. Broken, good manners, weight 
carrier. strong, well-built type, 6 years 
Price $300. Blaze of Glory, outstanding 
saddle and harness combination show 
mare. Good size, weight carrier, Thor- 
oughbred-Hackney breeding, perfect man- 
ners for pleasure, shows. Eight years, 
bey. Price $500. All above horses guar- 
anteed sound, fat condition. Carefullv 
loaded for railway shipments. Dainty 
»age of Glory, a most beautiful saddle 
and harness combination show mare, reg 
istered with papers. Three gaited, very 
attractive. Chestnut and white spotted 
Good show type. Foaled in 1950. Sound, 
seasoned show condition. Under value 
price $500. Her two good super quality 
English saddles made by noted makers 
Whippy, London, England. Complete 
show condition with bridles, $100 each. 
Also her modern style show buggy and 
harness. Rifle. Rare old fashioned styling, 
one hundred years old. Perfect condition, 
complete. Price $25. F. Bulmer, 1817 
Boise France Road, St. Laurent, Quebec 
Canada. Phone: Riverside 72028. 1t chg 


Bay mare, 6 years, 16.0 hands by Sort 
ie’s Son. Brilliant jumper. Well manner- 
ed, easy gaits. Excellent conformation 
Suit lady or child. Phone Bridgeport 
Conn. EDison 9-7185 lt chg 


PARK COACH 


Park Coach. Is in good useable condi- 
tion. Picture upon request. J. Pabst, 737 
Cross Timbers, Houston, Texas. 

4-20-3t pd. 





TRAILERS 


HARTMAN TRAILERS. Top perfor- 
mers in horse transportation, with elec- 
tric four wheel brakes. Roland E. Scarff, 
Bel Air, Md. Phone Bel Air 1341. 

4-13-tf. chg. 


Two-horse aluminum trailer in good 
condition. $400. L. Pulling, Millbrook, 
N. Y. Telephone 2351. 427-2t chg 


Four-wheel 2-horse trailer. Very good 
condition. Vicinity New York City. $400. 
Write for further details to Box AP, The 
Chronicle, Middleburg, Va. 4-27-2t chg. 


DOGS 


Norwich Terriers. Young dogs, house- 
broken; and puppies. Mrs. A. C. Ran- 
d‘lph, Upperville, Va 5-20-tf chg 


Registered black and tan coonhounds 
Puppies and young hounds., Sire: Saga- 
cious, a true stallion hound and a great 
hunter. C. Smallwood Archer, Belair, 
Md. Telephone: Bel 501-J-2. 














3-23-5t pd 





PUPPIES 


Pointer pups, FDSB registered. From 
top gun dog. Ready to start in the fall. 
Gordon Harris, RD #2, Rhinebeck, N. Y. 

1t pd. 





German Shorthair Pointer Pups. 
Whelped March 9th. Carefully selected 
from show, field and companion breed- 
ing. Edith H. Overly, 579 Beaver Strect, 
Waltham, Mass. Twinbrook 4-2550. 
1t pd. 
PAMPHLETS 
Attention Horsemen. Send 45 cents 
or many good tricks to teach to your 
horse. Prof. Charles-Henry  Lavallee, 
Horse Trainer. St. Chrysostome Co., Cha- 
teauguay, P. Q., Canada. It nad. 


Wanted 
HORSE 


Top Appaloosa or spotted gelding, 16.0 
hands. Markings, conformation and man- 
ners of most importance. Send photos. 
Box YA, The Chronicle, Middleburg, Vir- 
ginia. 1t chg. 








Arabian mare for 11-year-old girl. Must 
be sound, perfectly broken, pretty and 
anything else you can throw in. Will 
have best home in the world. Snapshots 
if possible. Mrs. Robert Mathews, 12 N 
Mey Avenue, Athens, Ohio It che 


DRESSAGE LESSONS 
Capt. von Alenitch with dressage horses 
available June Ist. Private or Guest In- 


structor, anywhere. Also exhibitions 
Clarksville, Missouri. 5-4-2t chg 
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Florida Drag Hunt 
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ple to the Polo Club. Despite the sudden 
change in the climate, the hounds quickly 
became conditioned. To accommodate 
the many interested spectators, as well 
as a good field of well turned out riders, 
the Meet was held at four o’clock in front 
of the Clubhouse on Military Trail and 
Dillman Road, West Palm Beach. 


Huntsman Bill Smith cast his hounds 
on a drag line laid just to the east across 
the Number Two and Number Three Polo 
Fields and the field moved quickly off 
In a northeast direction toward the 
canals and piney woods that border the 
Polo Club property. Hounds ran well to 
the first check over a rugged line of 
about 3 miles laid by Dragman, Dick 
Haveland. The car field stationed at the 
Gun Club Road vantage point enjoyed 
the sight as hounds and field broke from 
the wooded area. 

Following a ten minute check the 
Huntsman cast his hounds on the second 
line which led in a southerly direction, 
the car followers moving quickly to the 
east canal vantage point, and thence to 
the second check. Considering the con- 
dition of the newly arrived hounds, it 
was decided that they should go no fur- 
ther. They were consequently roaded 
back to the Clubhouse and thence to the 
Stables. — R. J. ( 


TO BUY OR RENT VAN 








_ Buy or rent three or four-horse van 
Good condition. Grant Metcalfe, 1209 EF 
V. ayne St., North, South Bend, Indiana 
Central 4-2819. It pd 


POSITION 


Gentleman, single, ex-Austrian Cavairv 
officer, desires position riding, schooi. 
exercise ability breaking in young horses. 
Box AG, The Chronicle, Middleburg, Vir- 
ginia. 4-13-4t pd 


VAN 


Horse van. Adequate for four large 
horses. Send photograph and details to 
Box YB, The Chronicle, Middleburg, Vir- 
ginia. It che. 


TRAILERS 


Horse trailers: new and used, bought, 
sold, rented. Write or call for brochure 
on the “Sherwood Traveler”, all metal 
tandem axle two-horse trailer. Sherwood’s 
Saddlery, %4 mi. west of Fairfax circle 
on US 29-211-50, Fairfax, Va. Crescent 
3-0699 or nights and holidays phone Dun- 
kirk 5-7854. lt chg. 


TO BUY OR LEASE STALLION 


Wanted. Thoroughbred stallion to buy 
or lease. Direct replies, care The Chron- 
icle, Box AU, Middleburg, Va. 

















427-2t chg 





At Stud 


LIPPIZANA STALLION 


A Lippizana stallion, Barbana IV. Can 
he seen at Meadow Mouse Farm, Cherry 
Hill Road, Skillman, N. J. or further in 
formation from P. O. Box 413, Princeton, 
N. J. Phone: Hopewell 0091-J-1. 

5-4-4t chg. 
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: etters To The Editor 


Continued from Page 2 


It was a great race and was run within 
5 of a second of the record so please 
don’t get any ideas about improving it 
and writing letters to papers about it 
because these people over here know 
what they are doing. I talked to several 
of the riders that night, and none had 
any complaint and, by the way, all three 
of them had fallen! 
Sincerely, 
Virginius 


O 
How Working Dogs 
Are Fed 





Dear Sir: 

Following up the discussion at the 
annual meeting of the Masters of Fox- 
hounds Association about the feeding 
of hounds I am enclosing a letter from 
William Drury, Assistant Professor of 
Biology and Botany at Harvard, who has 
traveled on research tours for the Uni- 
versity. 

Sincerely yours, 
Lowry Watkins 
Louisville, Ky. 
Dear Lowry, 

After some delay, I have as much in- 
formation as I can give you out of my 
own observations on how working dogs 
are fed in the North. My first idea 
would be that I should warn you that 
the dogs of the North have been selected 
for hardiness and resistance of starva- 
tion and cold. On this basis foxhounds 
could not be expected to withstand the 
same rigorous treatment. Most domestic- 
ated dogs and especially those highly 
selected or ‘bred’ for certain traits have 
sacrificed much of the vigor and stam- 
ina of wild or semi-wild dogs. By that 
I don’t mean ability to run long dis- 
tances, I mean ability to starve and 
drag themselves along. 

A. From what I can remember in 
Alaska the dogs were fed entirely of 
cut and dried salmon meat, usually 
Dog and Silver Salmon, because King 
Salmon was too good for them. I was 
told by one intelligent man that King 
Salmon was also too rich a meat. 

The meat is filleted during the sal- 
mon run, dried in the sun and them 
smoked in sheds over smoldering punky- 
poplar smoke. It is stacked and kept 
dry and then fed to the dogs as 1 or 2 
fish per day per dog. In the winter the 
dogs are also given a piece of tallow 
and I seem to remember that the tal- 
low was given once a day when working 
in cold weather, a fist-sized chunk. 
The Alaskan dogs are much larger than 


the Eastern Arctic dogs, and would 
run, as a guess 65-100 pounds. Each 


dog when working would get this way 
about 2 pounds of dried salmon a day. 

Alaskan dogs are expected to work 
about 5-7 years, the same as those in 
the Eastern Arctic. The Indians’ dogs 
are fed the same amount every other 
or every third day, look much thinner 
and work just as well unless really bad- 
ly starved. 

It is traditional both in Alaska and 
the East that the white mens’ dogs are 
fatter, friskier, pull harder for a while, 
but soon starve under duress and can- 
not work as long at a time or over such 
a long period as the native dogs. These 
are the same stock of dogs, but under 
different treatment. 

These notes are probably reliable as 


to qualitative observations. I would not 
guarantee the quantities. 

B. For the Eskimo dogs, I have writ- 
ten to my friend who made notes on 
these things while we were up north and 
his answers agree with my memory 
entirely. I’ll quote from him. 

1. Dogs were fed pure meat and in- 
sides of seal. Skin and blubber was 
not eaten, even when the dogs were 
hungry. 

2. 1 seal fed 10-12 dogs, but we can 
only guess on the weight of a 6-foot 
seal. There was probably 30-35 pounds 
of meat per team. 

3. The meat was fed to the dogs after 
the days work and when they were not 
going to be worked the next day. The 
meat was cut into enough pieces, each 
about 6 inches on a side, so that every 
dog got at least 1 or 2. After that the 
devil take the hindmost. The meat 
would be cut into about 2-chunks. 

4. We presume the dogs were fed 
as often in winter as in summer, that is 
twice in a week when they worked 3-4 
days. One Eskimo who had travelled to 
Labrador and back, to Ellesmere land 
and back and to Alaska and back fed 
his dogs much less. One week he work- 
ed his dogs 5 days without feeding at 
the end of which time they were vomit- 
ing bile. Your hounds couldn’t begin to 
stand that treatment nor do they have 
the alimentary system that would pass 
chunks of solid bone in the feces. 

5. Eskimos fed their dogs anything 
but Caribou meat. Caribou is too good 
for them as was whale skin. So their 
food included seal, whale (white whale 
and narwhal) meat, walrus, caribou in- 
testines and fish. In fact the main pur- 
pose other than sport and heavy leather 
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for dogs harness, in killing the large 
seals, walrus and whale is the supply 
of dog food. The eskimo needs 2 seals 
a week for his dogs, but only 1 for a 
large family of children. 

6. Salmon, Arctic Char, were caught 

mainly for dog food, and were ‘prepared’ 
by being cut across into chunks. The 
Eskimos eat it while the meat is fresh 
then give it to the dogs after it has 
gone bad, until and after it has really 
gone bad. ; 
7. Short summary seems to indicate 
that here the rule of thumb is 2-3 pounds 
of meat per dog twice a week when 
working. They weigh 45-65 pounds. 

The dogs obviously enjoy their work, 
are miserable if left behind, are fond 
of their master and vice versa, but there 
is no pampering or petting of dogs. 

For the most part these Indians also 
feed the dogs fish—raw and not cut up 
but “tossed to the howling, roaring 
brutes in what seemed a most haphazard 
fashion”. Fish were not preserved and 
a noisome mess unless it had been cool 
or the fish frozen, but sometimes fish 
was boiled in a great pot partly to pre- 
serve it. 

Working or not in the winter the dogs 
were fed once a day—on trapline travel 
the dogs got less than at camp where 
there was a greater supply but even 
travelling they seemed to get enough. 

In summer dogs are hardly fed at 
all; they got enough to substain life 
infrequently. 

The author of these notes remembered 
Eskimo dogs as getting better treat- 


ment, being in better condition and 
suffering litle from abuse. I agree. 
Sincerely, 
Bill Drury 
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RADNOR HUNT POINT-TO-POINT (Top) 
—The Mitchell Snow Memorial Bowl race 
at the 2nd jump. *Octavia’s Son (#7) on 
the right, owned by Gen. R. K. Mellor, 
and ridden by Louis Neilson showed his 
heels to the field of seven to win the 
coveted trophy. (LEFT)—The winning 
combination in the Ladies’ Race was 
Betty Jane Baldwin on John Straw- 
bridge’s Teddy Million (#5 over the 
jump). 
(Freudy Photo) 








Racing Review 


Continued From Page 3 
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Nail, the favorite, tired trying to keep 
up with Polly’s Jet and ended up in 
sixth place 

Polly’s Jet tired putting away Nail, 
and finished third, beaten 2 lengths 
Fouth money went to Viscount 

Will of Allah, second choice, never got 
closer than fifth and that’s where he 
finished 

The race was worth $15,450 to the win 
ner and was the first stakes event ac 
counted for by Son of Erin. He has 2 
wins and 1 second in 3 starts this year 
and shows earnings of $18,850 

G. C. Winfrey, Mrs. Burke’s male par 
ent, trains the lady’s horses 

Bill Boland rode Son of Erin 

J. E. Mitchell bred the colt 


Prophet's Bell took the Rosedale Stakes 
easily on April 25, to make her record 
read 2 for 2. Behind her came Anita V., 
Dotty Bishop and Memo 

The $11,300 first prize put the two 
year-old filly’s earnings at $13,250. R. N 
Webster is her owner and Rigan Mec 
Kinney her breeder. Eddie Arcaro rode 

The unbeaten filly closed at 9 to 10 

Lucian Laurin trains for Mr. Webster 

Prophet's Bell is by Prophet’s Thumb 

Two Bells, by “Blenheim II 

Laurel 

Mrs. Ben Cohen, whose hubby is sec- 
retary and treasurer of Pimilco, has been 
making money at the other Maryland 
tracks while waiting for Old Hilltop to 
open. The Lady’s War Age, which won 
an allowance race and finished second 
in the Burch Memorial at Bowie, collect 
ed a little Laurel cash on April 28 by 
taking the Maryland Sprint Handicap 

The brown seven-year-old horse shot 
out of his No. 1 gate, rushed into a lead 
of two lengths, stretched it to three and 
held that margin to the end 

Next in line was Informant, which beat 
Dinner Winner 1 lengths. Momus miss- 


ed third place by a neck 

R. J. Martin rode War Age. 

The brown horse is by War Relic, out 
of Bimelech’s daughter Ellendale. 

The money award, $7,360, puts War 


Age at $17,810 for 1956. He has won 4 
races and been second once in 6 starts 

War Age was bred by the late Samuel 
D. Riddle 





Lincoln Downs 

Pipe of Peace, owned by J. and P. Ve 
nuti and trained by the former, regi- 
stered in the $10,000 Hartford Handicap 
on April 28. The winner collected $5,500 
in the overnight affair. 

Burnt Child, Activate and Double Bid, 
took the minor slices of the purse as 
listed 





C. Lawrence’s Opera Light, ridden by 
L. Adams clicked in the mile-and-a-six- 
teenth Bridgeport Handicap on April 21. 

The mutuel payoff was $81.40. 

Deep Thought, the choice, finished 
sixth. 

Double Bid took second money, Pipe 
of Peace, third, and Burnt Child, fourth. 


Short Takes of Late Stakes 

[The Ashland Stakes, at Keeneland, 
went to Doubledogdare, on April 19. 

On the 21st, Timely Tip scored in the 
Ben Ali. Round Table accounted for the 
Lafayette on April 25. In the Blue Grass, 
on the 26 closing day Toby B. 
sprung a surprise by beating a field of 
Derby eligibles. Toby B. will not be in 
the Churchill Classic. 

At Tanforan, No Regrets took the prize 
in the California Derby, (April 21). The 
Tanforan Lassie, on April 25, was split 
into two divisions with Valis Regina win- 
ning the first and In Regards the second. 


Thank You, Charlie 

About the time the Canada geese, on 
Pea Island, North Carolina, get the urge 
to fly north and raise families, I get the 
urge to go south to raise a channel bass. 
That the geese have been more success- 
ful is beside the point. 

Each time I feel the southing impulse, 
some kind friend of mine steps in and 
pinch-hits for me on the Racing Review. 
You have been treated to the workman- 
like reporting of Charles Lamb of the 
Baltimore News-Post in the two weeks 
just past. 

hanks, Charlie! 


The Sprinter 
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Matagorda, Brown Hostess and the jump 
er King Commander. 

Bobby Brocato’s sire, Natchez, was also 
the product of a husband-and-wife part- 
nership, since he was bred by Walter M. 
Jeffords and raced for Mrs. Jeffords. In 
five active seasons Natchez won the Kent 
and Travers Stakes, Harford, Edward 
Burke and Havre de Grace Handicaps, 
two other races and $166,845. The only 
definite route indication in his perform- 
ance record was his victory in the 1%4- 
mile Travers; and that was achieved in 
2:08, the slowest time for the race since 
1925. 

The son of the $189,685 earner James- 
town, one of Equipoise’s main rivals for 
two-year-old honors in 1930, out of the 
1938 Coaching Club American Oaks cap- 
tor Creole Maid, half sister to the splend- 
id router Firethorn, got only two crops 
before he died of colic Jan. 23, 1952, at 
Mr. Jeffords’ portion of Faraway Farm, 
Lexington. Bobby Brocato, a member of 
his sire’s initial group of foals, was his 
only stakes captor until last year, when 
three members of Natchez’s last crop 
gained added-money honors. Betty Barr 
took the Imp and Randall Park Handi- 
caps; Momus triumphed in the Toronto 
Cup Handicap in Canada; and Golosina 
scored in the Dr. Alberto Inclan Stakes 
in Cuba. 

Except for whatever stamina Bobby 
Brocato may have derived from his pa- 
ternal grandam, Creole Maid, and from 
his maternal grandsire, *Brown King, 
little indication of distance ability can 
be found in the pedigree of the Kerr per- 
former. So we must give most of the 
credit for his amazing development in 
“alifornia this winter to his trainer, that 
45-year-old ex-jockey from Texas, Willic 
Molter. 


EDITORS NOTE: Bobby Brocato was 
the winner of the San Francisco Handi- 
cap at Tanforan, San Bruno, California 
on Saturday April 28th carrying 130 Ibs. 
over the 1 1/16 mile route and equaling 
the track record of 1:42% in his first ap- 
pearance since last winter. 
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Stallion, Mares, Given To 
Improve Breed, Promote 
Racing in Puerto Rico 


A Thoroughbred stallion and two 
broodmares have been given by The 
Jockey Club to Puerto Rico for the vur- 
pose of improving the bloodlines of Puer- 
to Rican race horses and promoting rac- 
ing there, the San Juan Racing Associa- 
tion has announced. 

The arrangements for the gift were 
made through Marshall Cassidy, Execu- 
tive Secretary of The Jockey Club and 
personal representative of George D. 
Widener and John F. Shevlin, Acting 
President and General Manager of the 
San Juan Racing Association. 

The San Juan Racing Association is 
constructing a new $4,000,000 racetrack 
on the outskirts of San Juan, P. R. The 
track, El Comandante, is scheduled to 
open on Puerto Rico’s Constitution Day, 
July 25, 1956. It will have a mile racing 
strip and accomodations for 450 horses. 

The San Juan Racing Association will 
operate under an exclusive 10 year lic- 
ense granted by the government of Puer- 
to Rico, which, with the Department of 
Tourism of the Economic Development 
Administration of Pureto Rico, invited 
the construction of a modern racetrack 
as a tourist and local attraction. El Com- 
andante will replace the outmoded tracks 
now open on the island. The project is 
an important phase of Operation Boot- 
strap, the long term program instituted 
by Gov. Luis Munoz Marian to improve 
the economic and social welfare of Puer- 
to Rico through a process of self-devel- 
opment. Racing will be held 3 days a 
week, the year around. 

John F. Shevlin, Acting President and 
General Manager of the new track, was 
Secretary of the New York State Racing 
Commission for ten years, serving under 
Herbert Bayard Swope, John Hay Whit- 
ney, the late John Sloan and the present 
Chairman, Ashley Trimble Cole. 

The horses were shipped to Puerto 
Rico March 23 on the S. S. Elizabeth of 
the Bull Line, sailing from the pier at 
the foot of 21st St., Brooklyn at 4 P. M. 

The stallion will be presented by The 
Jockey Club to a syndicate organized by 
the island’s Horse Owners Association. 
The mares will be given away in a public 
draw open to present owners, breeders 
and potential new owners in Puerto Rico. 

In making the gift, George D. Widener, 
Chairman of The Jockey Club said, “The 
donation of the horses to Puerto Rican 
Racing follows the policy of The Jockey 
Club—to encourage a sincere desire io 
breed better stock and to present better 
Racing. The Jockey Club will watch the 
experiment of the gift of the horses 
closely, in the hope that it may be pos- 
sible to offer further encouragement in 
the future.” 

The announcement of the gift has 
aroused great enthusiasm in government 
and racing circles in Puerto Rico. 

Roberto Sanchez Vilella, Secretary of 
State, Secretary of Public Works and 
Advisor to the Governor on Racing said, 
“The Jockey Club’s gift of blood stock to 
Puerto Rico conforms with the finest 
tradition of the organization. The Jockey 
Club’s generosity will lend confidence to 
the racing people of the island. It will 
create an opportunity for self-improve- 
ment that I am sure will be fulfilled. 
My thanks go to Mr. Widener and his 
fellow members of The Jockey Club for 
their interest and assistance.” 

The stallion, Berne (1948) was stand- 


ing at The Jockey Club Breeding Bureau 
farm at Avon, N. Y. Berne is by *Bern- 
borough—*Dark Tower by *Blenheim 
2nd. He is from the first crop of the 
great Australian champion and was 
bought at the yearling sales by Mrs. C. 
Oliver Iselin for $15,000. He is a hand- 
some individual and, as a two year old, 
showed speed, winning his trial run at 
Aiken, S. C. Shortly after, he went 
wrong and never got to the races. Mrs. 
Iselin offered him to The Jockey Club 
as a stallion. He was accepted because 
of his strong blood lines. Berne has al- 
ready had winners in his first crop which 
came of racing age in 1955. 


Berne is a half brother to the stakes 
winning mare Gay Grecque and to Look 
Now Jeep and Battle Over. His dam, 
“Dark Tower was brought to the United 
States by John Hay Whitney, from Eng- 
land. A yearling half-brother to Berne 
by Brookfield—*Dark Tower was sold at 
Keeneland last July for $19,500. 

The mares in the gift are Winterfur 
and Lower Case. 

Winterfur, (1951), bred by the Fox- 
catcher Farm, is by Fairy Manhurst out 
of Galmeow by Menow. Fairy Manhurst 
by Man o’War, was a noted stakes win- 
ner for William duPont, Jr. Galmeow, 
dam of Winterfur, is a full sister to the 
stakes mare Gaffery, winner of over 
$150,000. Winterfur was donated to The 
Jockey Club by the Saxon Stable, owned 
by L. R. Allison and M. R. Prestridge of 
Alamorgordo, New Mexico. 

Lower Case, (1950), by Case Ace out of 
November by Brevity, was donated to 
The Jockey Club by Miss Elizabeth Knapp 
of Rumson, New Jersey. November, the 
dam of Lower Case, was a winner, and 
of her 7 foals, 6 were winners. Lower 
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Case is a maiden mare but she shows 
great potentialities as a broodmare. 

The mares were contributed for breed- 
ing purposes only, to emphasize The 
Jockey Club’s desire that the bloodstock 
be devoted to the strengthening of blood- 
lines and not for the private gain of an 
individual. 


0 
The Maryland Hunt Cup 


Continued From Page 5 





*Lancrel permitted both the owner and 
rider to follow in the footsteps of their 
fathers. The elder J. H. O'Donovan cap- 
tured three runnings of the Maryland 
when Garry Owen won the 1901, ’02 and 
07 runnings under the late Jervis Spen- 
cer. Currently a highly successful train- 
er, Frank A. Bonsal accounted for the 
1927 and ’28 runnings aboard C. L. A. 
Heiser’s Bon Master. Perhaps the femi- 
nine touch was needed on the roughish 
grey gelding, as he was prepared for his 
two winning efforts in the Old Line 
State by Mrs. H. R. (Jill) Fenwick, the 
7 ; hae 
attractive wife of Green Spring’s M. F. H. 
SUMMARIES 

THE MARYLAND HUNT CUP, (60th running), 
abt. 4 mi., tim., 4 & up. Trophy. Winner: gr. g. 
(11), Canot—Lapis Lazuli, by Maboul. Trainer: 
Mrs. H. R. Fenwick. Breeder: J. Le Brethon 
(Fr.). Time: 8:57%. 

1. *Lancrel (H. J. O’Donovan), 165, F. Bonsal, 

Jr. 

2. *Rayquick (C. M. Greer), 165, D. M. Smith- 

wick. 

3. Gofetchit (W. B. Thompson), 165, W. 

Thompson. 

9 started and 4 finished: also ran: Miss Kath- 
leen McKinney’s Sohrab, 165, C. Jackson. Pulled 
up: C. Manierre’s Uncle Pierre, 165, E. H. Ben- 
nett; Fell after landing over 12th: B. H. Griswold 
3rd’s Infraction, 165, G. Stephens; Fell at 8th: B. 
Flaceus’ Gold Tar, 165, E. Weymouth; Fell 7th: 
T. S. Nichols’ Starboard, 165, S. Lott; Fell 3rd: 
Mrs. W. J. Strawbridge’s Land’s Corner, 165, B. 
H. Murray. Won by 12; place by 4; show by Dis. 
Scratched: Third Army. 
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I regretfully announce the sale of... 


SHERWOOD’S SADDLERY 


1/4 mile west of Fairfax Circle on US 29-211-50 
Fairfax, Va. 


This growing business in excellent location, good lease and 
low rental. Details and information to qualified purchasers 


FOR SALE 


Due to increased pressure from my Horse Trailer 


business and the traveling involved in closing trailer sales, 








Terms to Suit Responsible Parties. 


Write or Call 


J.A. SHERWOOD 
Rt. 5, Box 607, Fairfax, Virginia 
Crescent 3-0699 
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In the Country 


UHRA TOUR PARTICIPANTS 
ENTERTAINED 

Preceding the Maryland Hunt Cup the 
Frank O’Briens gave a buffet luncheon 
at their Wyola Farm in Newtown Square, 
Pa., honoring many of the friends they 
met on the United Hunts’ racing tour to 
the Grand National at Aintree. Visitors 
from New York included Mrs. Elaine 
Werner and Miss Helen Eden, the latter 
is the assistant secretary of the UHRA 
and Mrs. Werner is the amateur photog- 
rapher who suddenly became the “offi- 
cial” photographer for the trip to France 
and England. Other “trippers’’ included 
Joseph J. Wall and Chris Wood, Jr., field 
director of the UHRA. Aside from the 
honored tour participants, many local 
fox hunting and racing personalities were 
present. 

ie) 


HASKELL VIRGINIA GOLD 
CUP STEWARD 

Enroute from his Palm Beach resi- 
dence, Amory L. Haskell, president of 
the United Hunts Racing Association, the 
TRA and Monmouth Park, witnessed the 
60th running of the Maryland Hunt Cup 
Before taking over the reins of Mon- 
mouth Park, which opens on June 10, 
the popular racing executive will serve 
as a steward for the Virginia Gold Cup 
Association’s meeting at Warrenton 

.@] 








JOE GREEN UP 

Joe Green, trainer-rider for Ir] A. Daf- 
fin, not only is back in the saddle again, 
but is once more winning championships 

Recently he took the jumper champion- 
ship with Bedford at the Coatesville 
Horse Show, and previously won a num- 
ber of ribbons at Baltimore 

Joe was so severely injured last fall 
in a riding accident, that it was feared 
he might never ride again, so his recov- 
ery is most remarkable and a source of 
joy to all his many friends 

.@) 





MRS. GEORGE GREENHALGH’S 
NEWEST COLT FOAL 

Mrs. George P. Greenhalgh purchased 
Hasty Charger as a weanling from Mrs 
Muriel McCall, Tally Ho Stud, Mullingar, 
Ireland. Last October she returned to 
Ireland and purchased Pin Up Girl, she 
the dam of Hasty Charger. Pin Up Gir! 
dropped a chestnut colt foal this year by 
the Irish Champion Tulyar and has been 
bred to Palestine who stands at Gilltown 
Stud. 

At Lord Derby’s Woodland Stud in 
Newmarket, Eastern Grandeur, she the 
dam of Star of India, the filly who topped 
colts and fillies in the English Free Han- 
dicap last year, has produced a chestnut 
colt by Aureole. Eastern Grandeur has 
been bred to Never Say Die. One of her 
foals, High Treason, has been syndicated 
and retired to stud this year, standing at 
Commander Will Peter Fitzgerald’s 





GRAND NATIONAL OWNER 

Girlie, the 15.3 h. English winner oi 
the Daily Mail Championship Cup in 1931 
and 1932, was ably ridden by Miss Stella 
Pierce, the first woman to win the cup 
Miss Pierce, now Mrs. Leonard Carver 
has another winner these days — E. S. B 
who won the Grand National! 





STUBBINGS’ PONY DESTROYED 

As a result of an accident that occurred 
last autumn, and due to the fact that 
there was increasing pressure on the 
brain, Miss Alicia Stubbings (of Cootham, 
Sussex) has had to have her noted show 
pony Criban Bumble, put down. 

Bumble, who won extensively in the 
13 hands 2in. classes carrying the Bullen 
children, was one of the three ponies 
Miss Stubbings sent to U. S. A. and Can- 
ada for the New York and Toronto shows. 





(Marshall Hawkins Photo) 


At The Middleburg Hunt Races—({l. to 
r.): Trainer J. T. Skinner, Paul Mellon 
and his daughter Cathy Mellon. 


DATES FOR HORSESHOWS 

The folowing dates were received too 
late for the Sporting Calendar which ap- 
peared in our April 27th issue. The New 
England PHA Horse Show will be held 
on May 19, the Oakland (New Jersey) 
Horse Show will be held on May 13, and 
the Harrisburg Horse Show will be held 
on May 26. 





ie) 

MAX BONHAM INJURED 

Max Bonham was injured while school- 
ing before the Rocky Fork Headley Hunt- 
er Trials and Races. He suffered a con- 
cussion but was helped with his horses 
by Carl Miller, Jr. and Angela Erickson 
who did a keen job of filling in for him. 
Now we hear he is as good as ever with 


just a few bumps to remember. — LHC 








ARE YOU FENCING? 


@ POST AND PA 

@ BOARD 

e@ HURDLE. ETc 

LEONARD A. DUFFY 
Mfr, Wooden Fences 
Phone 9-1315 

The Paddock, Rt. 38, Moorestown. % Jj 
“Wood Fences Make Good Neighbors” 





amidst beautiful surroundings. Charming 


THE CHRONICLE 


WELSH PONY TO MASSACHUSETTS 

Fox Hollow Starsprite (1850), a regi- 
stered Welsh grey yearling filly by 
Whitehall Moving Star out of Windholme 
Sprightlight, brought the highest price, 
$1,050, in the Welsh Section of the East- 
ern Pony Breeders’ Annual Breed Pro- 
motion Sale, Winchester, Va., April 21st. 

Starsprite was purchased as a prospec- 
tive broodmare, by Mrs. Hope Ingersoll, 
Buzzard’s Bay, Mass. after spirited bid- 
ding with Mrs. J. Austin duPont, New- 
town Square, Pa., who bought Fox Hollow 
Little Dipper from Fox Hollow Stables, 
Orange, Va. last December. 

Last season while still under six 
months of age Starsprite garnered two 
championships, four firsts, two seconds, 
two thirds, one fourth and was never un- 
placed alone or in groups from seven 
shows. — T. D. J. 





FRANTZ’S AMY ROBSART 

William H. Frantz’s Amy Robsart has 
scored in three Hunt Meetings and will 
be among those entered in the Rose Tree 
Races to be held in Media, Pa. on May 
19th. At Middleburg in the Mary Mellon 
Steeplechase this horse was in a very 
bad mixup in which four horses piled 
up, leaving William Frantz, Jr. with a 
broken shoulder. — G. W. O 

ce) 





NOLA ROGNLEY ON TV 

Miss Nola Rognley, a former Chronicle 
correspondent, almost stumped the ex- 
perts when she appeared on the Sunday 
night TV feature Whats My Line. Her 
line . . . exercise jockey. Miss Rognley 
owns the show horse My Venture and 
has copped many blues in the Maryland- 
Virginia area — M. T. 

° 


WINCHESTER PONY SALE 

The 2nd Annual Auction Sale of the 
Eastern Pony Breeders, Inc. held in Win- 
chester, Va., on April 21 grossed over 
$75,000, the hundred-plus registered pon- 
ies bringing $60,700. The top ten ponies 
averaged $2,200, the high dollar $3,500, 
being paid for a two-year-old red chest- 
nut filly consigned by Leon Clark of Mar- 
tinsville, Ind., and purchased by Bray’s 
Plantation, Inc., of Yemassee, S. C. The 
largest buyer was L. G. Scherck of Blue 
Ball, Penna. Fox Hollow Farm of Orange, 
Va., sold a two-year-old gray filly by 
*White Hall Moving Star to Hope Inger- 
soll of Buzzard’s Bay, Mass., for $1,055. 

° 








OFFICERS RE-ELECTED BY TURF 
AND FIELD CLUB 

The Turf and Field Club re-elected all 
of its officers at the club’s annual meet- 
ing held in April. These include J. Hen- 
ry Alexandre, President; Whitney Stone, 
Vice-President; Fred F. Alexandre, Trea- 
surer and Honorary Secretary; and W. 
Helen Eden, Secretary. The executive 
committee is composed of Whitney Stone, 
Chairman; Fred F. Alexandre, James Cox 

Continued On Page 35 





Meadowbrook Manor 
Riding Farm 
Pocono Mts. Penn. 


Devoted to Enjoyment of Horses 
Ideal Vacation Adults and Children 
Beautiful country riding. Thorough train- 
ing in all forms of equitation. Stable of 
well bred horses, the kind horse-loving 
people enjoy. Trout fishing, swimming, 
all sports on premises with relaxation 








Manorhouse. Excellent food. Golf and 
Theatre nearby. 


For brochure and rates write: 


Mr. and Mrs. M. H. Fuegle 
R. D. 3, East Stroudsburg, Pa. 
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In The Country 
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Brady, Frank J. M. Dillon and Sidney D. 
Ripley. Fourteen new members were 
elected to the club. 

Governors returned to the board were 
Walter M. Jeffords, Ogden Phipps, Frank 
J. M. Dillon, J. Henry Alexandre, George 
D. Widener, C. V. Whitney, Whitney 
Stone, Henry W. Bull, Fred F. Alexandre, 
Harold E. Talbott, James Cox Brady, Sid- 
ney Dillon Ripley - F. S. von Stade. 





CAMPBELL BROWN WRITES: 

“My story of the Tryon meeting in your 
issue of 20 April said that Mr. Richard 
Jones fell off of *John Willie over the 
fifth jump in the Blockhouse Steeple- 
chase and this pair thus duplicated their 
1955 misadventure, over the same jump 
and in the same race. The statement is 
untrue, but it is technical libel only. Mr. 
Jones fell over the fifth jump in the 
Blockhouse at Tryon in 1954, not 1955. 
He fell off of Baa pccens 





PAT SMYTHE AT BRUSSELS 

Prince Hal and Pat Smythe won top 
honors at the Brussels show, taking the 
Puissance in exciting style, clearing a 
6ft. 9in. wall and the last fence measur- 
ing 6ft. 6in. with a 6ft. spread. Although 
competing in only two of the four events 
giving points for these prizes, Prince Hal 
won also the Grand Prix and the Grand 
Prix des Dames while the Echarpe d’Or 
for the leading rider was also draped 
over Pat’s shoulders. 


° 
SHOW RING AND RACE TRACK 

E. S. B.’s jockey, Dave Dick, is rapidly 
becoming one of the leading show jump- 
ing riders, and is this season riding three 
horses for Mr. Cawthraw. 

Nor was the National the only race 
that day at Aintree in which the show 
ing fraternity figures successfully, for 
Mrs. E. J. Edwards-Heathcote’s Prince 
Stephen, winner of the Liverpool Hurdle, 
was well known in the show ring. Bred 
by Miss Dorothy Paget, he was shown in 
hand as a three year old with consider 
able recognition, and as a four year old, 
in the hands of Count Robert Orssich, 
his wins included the Horse and Hound 
novice prize at Richmond in 1952. 

In the middle of the following season 
he was bought by his present owner, 
who showed him herself before putting 
him in training. Last summer he made 
one return to the ring, to win the su 
preme championship at Dunster, and as 
a hurdler he has improved with each out 
ing. 


te] 

LISETER HALL SHETLAND 
PURCHASES 

Liseter Hall Farm reports two recent 
purchases at the Winchester (Virginia) 
Pony Sale. Arriving in Newtown Square 
shortly will be two “steals” of the sale, 
a yearling filly and a 3-yr.-old filly in foal 
to Saddle Acres Silver Ace. Shetland 
prices this year point to the increasing 
popularity of the ead and give strength 
to the theory that pony breeding is now 
big business. An even more recent (April 
21st) addition to the Liseter family is 
the Coed Coth Siglind mare’s stud colt 
by Liseter Bright Light. — Fencepost 




























BOOKS 


EVERYTHING ON HUNTING 
HORSES, RACING AND POLO 
Old and New | 


SYDNEY R. SMITH 


Canaan, New York 
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M/Sgt. Robert A Swann, RAF Station 
Molesworth, Huntingdonshire, England, 
subscriber to the Fitzwilliam (Milton) 
Hounds, up on Art Folio. 
(Story on Page 14 Column 2) 


TWO VISITORS FOR THE QUEEN 

Two Russian visitors in London arrived 
after a four day trip by sea. They were 
Zaman and Melekush. Zaman is a golden 
beige pony and Melekush a golden beige 
horse and it is understood they are to 
be presented to Queen Elizabeth. Zaman 
at 14 hands will very likely please Prince 
Charles and Princess Anne. The pony 
has won many prizes at Russian shows 
Melekush is 15.2 hands and small enough 
to be destined for the prince and prin- 
cess. The animals were accompanied by 
two Cossack grooms and Dr. Nikolai 
Strogow, Moscow racecourse veterinary 
surgeon, and were taken to the home of 
George Forbes in Epsom. Mr. Forbes 
was particularly impressed by their coats 
which are the color of the American 
palomino horse. But their manes and 
tails are black instead of blonde. That 
gives a startling effect. 


The Marown Royal Ploughing match 
was a big day for the old-time ploughmen 
and their horse teams in the Isle of Man. 
It was a triumph over the tractor experts, 
for while the tractors slid, skidded, and 
in some cases stopped with wheels spin- 
ning madly in the sticky mud, the horses 
plodded slowly and steadily through their 
work. 

Surface water made conditions soft and 
slippery at Rock Farm, where the match 
was held. Some competitors in the trac- 
tor classes were forced to withdraw; oth- 
ers changed to iron wheels or let down 
back tires until they were almost flat. 














TO SETTLE ESTATE 


545 Acre BEEF CATTLE farm situated in 
upper Fauquier County which is being 
offered at a fraction of its cost to close 
an Estate 9 room dwelling, 3 barns, 
stable, 3 tenant houses, airplane hanger 
and landing strip, 3 ponds, an abund- 
ance of water. 445 acres of land in high 
state of fertility, 100 acres woods, etc. 


IAN S. MONTGOMERY & CO. 


Realtors 


Warrenton Tel. 620 Virginia 


















Gericault Masterpiece On 
The Chronicle Cover 


The Fogg Art Museum, owner of the 
great picture by Gericault which appears 
on our cover, has no information about 
the subject matter and catalogues it 
under the title “White Horse Tavern.” 
Quite evidently it represents a dispatch 
rider, however, probably governmental 
rather than military. Carrying official 
documents, and leading a second horse to 
be ridden alternately, it was his duty 
to deliver them with all possible speed 
in the days when this was the fastest 
'nown method of transmitting important 
papers. The speed of the journey evi- 
dently called for liquid refreshment 
which the waiter of the tavern is supply- 
ing. 





MRS. SLOANE’S INTRIGUE FOALS 

Mrs. Dodge Sloane, mistress of Brook- 
meade Stable, was the recipient of good 
news from London. Her mare Intrigue 
(acquired in France a year ago) foaled 
a filly by Tornado. Intrigue will go to 
the court of Never Say Die, the English 
Derby winner owned by R. Sterling Clark 
of New York. 

ie) 


INTEREST IN HUNTING 
ENCOURAGED 

The Charles Armstrong’s Shoestring 
Stable in Oak Hill, Red Bank, N. J. has 
been for some time encouraging chil- 
dren and adults in their interest in hunt™ 
ing. and this past season from their 
stable and out with the Monmouth 
County Harriers were Crofton Held, 
Petra Murray, Pam White, Bud Hauser 
and many others. ...N. G. H. 

fe) 

LISETER HALL FARM IS 
BEEHIVE OF ACTIVITY 

Ronald Lawler, manager of Mrs. J. 
Austin duPont’s Liseter Hall Farm re. 
ports that Liseter Bright Light’s book is 
full for this season as is their 4-yr.-old 
Farnley Sunstone’s. Now in stud service 
too is their 2-yr.-old flaxened-maned sor 
rel, Liseter Shooting Star. The foaling 
barn is quite a beehive of activity. By 
the end of the foaling season the current 
forty-two head should be increased to at 
least fifty-five. Already thirty mares have 
been booked back for next season. The 
farm should be busy next year with the 
three present studs, plus two young 
chestnut stallions that will be ready for 
stud, all in service. — Fencepost 
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MIDWEST SHOW CIRCUIT 


ALL SHOWS ARE MEMBERS OF THE AMERICAN HORSE SHOWS ASSOCIATION 


Six Week Ends of Showing With Six of the Midwest’s Oldest and Outstanding 
Horse Shows 


Write Today for Prize Lists 


OAK BROOK POLO CLUB 
HORSE SHOW 


June 1, 2 and 3 
$3,000 Prize Money and Awards 


Hunters — Jumpers 
Class “A” Show 


Featuring the VELVET LASSIE challenge Trophy 
Over the General Jonathan Wainwright Course 


For Prize List Write: 


OAK BROOK POLO CLUB 
Hinsdale, Illinois Telephone: 3212 





DETROIT HORSE SHOW 
June 20, 21, 22, 23 and 24 
$10,000 Prize Money and Awards 


Hunters — Jumpers — Western 
Class “A” Show 
$1,000 Stakes For 
Hunters — Working Hunters and Jumpers 
For Prize List Write: 
B. C. McINTIRE 
Bloomfield Open Hunt 
Bloomfield Hills, Mich. 





LAKE FOREST HORSE SHOW 
June 8, 9 and 10 


$4,500 Prize Money and Awards 


Hunters — Jumpers — Junior Classes 
and Sweepstakes 


For Prize List Write: 


LAKE FOREST HORSE SHOW 
P. O. Box 924, Lake Forest, Ill. 
Telephone: Lake Forest 487 








BATTLE CREEK HUNT CLUB 
HORSE SHOW 


June 29, 30 and July 1 
$5,000 Prize Money and Awards 


Hunters — Jumpers — Junior Classes 
Class “B” Show 


For Prize List Write: 


MRS. R. T. ERICKSON, Secretary 
P. O. Box 214 Battle Creek, Michigan 
Telephone: Woodward 4-9543 











GROSSE POINTE HUNT CLUB 
45th ANNUAL HORSE SHOW 


June 14, 15, 16 and 17 
$10,000 Prize Money and Awards 


Hunters — Jumpers — Saddle Horses 
Hackney Pony Division 
Class “A” Show 


$1,000 Stakes for 
Hunters, Working Hunters and Jumpers 
For Prize List Write: 
R. EDMUND DOWLING, Chairman 


655 Cook Road, Grosse Pointe, Mich. 
Telephone: Tuxedo 2-1250 





MILWAUKEE HORSE SHOW 
July 6, 7 and 8 
$1,500 Prizes and Awards 
Hunters — Jumpers — Junior Classes 


For Prize List Write: 


MRS. G. R. VanBRUNT, Secretary 
Milwaukee Horse Show 
1907 West County Line Rd., Milwaukee, Wis. 
Telephone: Flagstone 2-7730 
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